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LONG  EATON 


URBAN  DISTRICT  COUNCIL. 


SANITARY  COMMITTEE. 


Return  of  Attendances  of  Members  of  Sanitary  Committee  for  1909  : 

Possible  Actual 


Names  of  Members.  Attend-  Attend¬ 
ances.  ances. 

1.  Joseph  Orchard,  J.P.  (Chairman)  12  10 

2.  T.  B.  Charlesworth,  M.A.  12  7 

3.  A.  Chester,  J.P .  12  11 

4.  W.  Hooton,  J.P .  12  8 

5.  W.  Johnson .  8  8 

6.  F.  Mansfield .  12  5 

7.  W.  Robinson .  12  10 

8.  S.  Truman .  12  11 


The  Committee  Meetings  are  held  in  the  Zion  Hall  on 
the  Fourth  Tuesday  of  every  month. 


JOINT  HOSPITAL  COMMITTEE. 

Mr.  Joseph  Orchard,  J.P.  Mr.  E.  Wallis,  J.P. 

Mr.  J.  Smith.  Mr.  F.  Mansfield. 

The  Committee  meets  as  occasion  requires. 


Elected  on  Sanitary  Committee  April  1909. 


OFFICIALS  OF  THE  PUBLIC 
HEALTH  DEPARTMENT. 


Medical  Officer  of  Health  and  School  Medical  Officer 

ANTONY  B.  CHAMBERS,  M.D., 

F.  R.  San.  I. 


Sanitary  Inspector ,  Canal  Boat  Inspector,  and  Inspector  unde" 

Petroleum  Acts  : 

MR.  J.  TOMLINSON,  A.  R.  San.  I., 

Certif.  Insp.  of  Meat  and  Foods. 


Assistant  Sanitary  Inspector,  School  Nurse,  and  Health  Visitor 
NURSE  MILNE,  Certified  Trained  Nurse. 


Market  and  Street  Inspector  : 
INSPECTOR  C.  WALKER,  Police  Station. 


Clerk  : 


MR.  EDWIN  WILLIAMS,  Solicitor. 
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By  the  order  of  the  Local  (iovernment  Board,  dated  March  23, 
1891.  Article  18,  Section  H,  it  is  prescribed  that  the  Medical 
Officer  of  Health  shall  “make  an  Annual  Report  to  the 
“Sanitary  Authority,  up  to  the  end  of  December  in  each  year, 
“comprising  a  summary  of  action  taken,  or  which  In;  has 
“advised  the  Sanitary  Authority  to  take,  during  the  year  for 
“preventing  the  spread  of  disease,  and  an  account  of  the  sanitary 
“state  of  his  District  generally  at  the  end  of  the  year.  The 
“report  shall  also  contain  an  account  of  the  enquiries  which  he 
“has  made  as  to  conditions  injurious  to  health  existing  in  the 
“  District,  and  of  the  proceedings  in  which  he  has  taken  part 
“or  advised  under  any  Statute,  so  far  as  such  proceedings  relate 
“  to  those  conditions  ;  and  also  an  account  of  the  supervision 
“  exercised  by  him,  or  on  his  advice,  for  sanitary  purposes  over 
“  places  and  houses  that  the  Sanitary  Authority  have  power  to 
“  regulate,  with  the  nature  and  results  of  any  proceedings  which 
“may  have  been  so  required  and  taken  in  respect  of  the  same 
“  during  the  year.  The  report  shall  also  record  the  action  taken 
“  by  him,  or  on  his  advise  during  the  year,  in  regard  to  offensive 
“  trades,  to  dairies,  cowsheds,  and  milkshops,  and  to  factories 
“  and  workshops.  The  report  shall  also  contain  tabular  state- 
“  ments  (on  Forms  to  be  supplied  by  Us,  or  to  the  like  effect), 
“  of  the  sickness  and  mortality  within  the  District,  classified 
“according  to  diseases,  ages,  and  localities.” 

Under  Sec.  132  of  the  “Factory  and  Workshop  Act,  1901,” 
the  Medical  Officer  is  also  required  in  his  Annual  Report  to 
report  specifically  on  the  administration  of  the  Factory  Act  in 
workshops  and  workplaces,  and  to  send  a  copy  of  his  Annual 
Report,  or  so  much  of  it  as  deals  with  this  subject,  to  the 
Secretary  of  State. 
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PHYSICAL  FEATURES. 


Long  Eaton  is  situated  at  the  extreme  end  of  the 
South-Eastern  portion  of  the  County  of  Derby,  near  the 
junction  of  the  Erewash  and  Trent  rivers.  The  valleys 
of  these  rivers  here  are  covered  by  alluvium  from  under 
which,  rises  to  north  and  south  Keuper  beds,  these  in  their 
turn  over-lying  the  Bunter  formation.  To  the  north  the 

SFCTION  ON  THE  SAWLEY  ROAD. 
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Keuper  consists  of  red  marls  and  intercalated  beds  of  sand 
covered  not  uncommonly  by  areas  of  interglacial  river  gravels 
and  boulder  clay. 

This  outcrop  of  this  formation  runs,  roughly  parallel  to 
the  Brook  on  the  south,  and  the  Trent  and  Erewash  Canal 
on  the  east.  South  of  the  High  street  and  north  of  Sawley 
Road  runs  a  ridge  of  river  gravels  and  sands. 
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The  Keuper  occupies  the  highest  portion  of  the  Parish 
area  ;  the  greater  part  of  the  remainder  consists  of  late 
boulder  clays  which  may  be  said  to  float  on  an  ooze  of  black 
muds  and  silt. 

The  thickness  of  the  upper  layer  of  clay  and  of  the  de¬ 
posit  of  mud  varies. 

At  the  Primitive  Methodist  Chapel  on  Derby  Road,  the 
clay  is  between  two  and  three  feet  in  thickness  and  the  silt 
about  the  same. 

On  the  Sawley  Road  the  foundations  of  the  County  School 
go  in  places  to  a  depth  of  fourteen  feet,  of  which,  about  one 
foot  is  soil,  four  to  eight  feet  clay,  and  the  remainder  silt. 

At  the  Oak  Lea  Mills  the  silt  under-lay  five  feet  of  clay, 
and  at  the  Central  Co-operative  Stores  about  the  same  thick¬ 
ness  of  gravel. 

Underneath  the  silt  is  the  floor  of  the  river  gravels  and 
beneath  this,  the  Keuper  Marls. 

The  town  of  Long  Eaton  is  built  on  a  bed  of  sand  and 
gravel  grit,  brought  down  by  the  rivers  Trent  and  Derwent 
many  ages  ago. 
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Long  Eaton  Urban  District  Council. 


Annual  Report  for  the  year  1909 


TO  THE  CHAIRMAN  AND  MEMBERS  OF  THE 

COUNCIL. 


Gentlemen, 

I  beg  to  submit  for  your  consideration  my  Annual 
Report  for  the  year  1909,  being  my  Twenty-third  Annual 
Report  concerning  the  vital  statistics  and  general  sanitary 
condition  of  the  District.  The  outstanding  feature  of  the 
year,  so  far  as  the  vital  statistics  are  concerned,  has  been  the 
steady  diminution  of  the  Death-rate.  This  has  now  reached 
7'07  per  1,000  of  the  population  (a  lower  figure  than  has  ever 
been  recorded  in  this  District)  against  8'9  in  1908.  Also  the 
Infantile  death-rate  has  been  reduced  from  an  average  of  ten 
years  of  a  139  per  1000  of  the  births  to  83'6  against  76  in  1908. 
I  much  regret  to  have  again  to  draw  attention  to  the  decreas¬ 
ing  birth-rate  in  the  District.  There  has  been  490  births 
registered  during  the  year  against  575  last  year,  showing  a 
decline  of  85  births  during  the  year,  giving  a  birth-rate  of  only 
23‘9  per  1,000  against  28.5  last  year.  This  birth-rate  is 
considerably  below  the  average  of  the  rest  of  the  country. 

During  recent  years  there  has  been  great  progress  and 
development  in  public  health  matters  in  the  District,  at  the 
same  time  that  the  general  public  are  beginning  to  take  an 
intelligent  interest  in  public  health  work  ;  and  I  find  each 
succeeding  Annual  Report  in  consequence  is  more  sought 
after  and  is  more  widely  read  than  in  former  years.  The 
voluntary  Health  Associations  now  in  existence  have  brought 


many  people  into  contact  with  public  health  matters  who 
took  no  active  interest  before  and  useful  help  is  now  forth¬ 
coming  from  many  quarters. 

The  amount  of  extra  work  and  extra  responsibility  placed 
on  all  sanitary  authorities  of  recent  years  has  increased 
enormously.  As  an  illustration  of  this  statement  it  is  only 
necessary  to  mention  the  extra  duties  which  recent  legislation 
such  as  the  Factory  Act  of  1901,  Midwives’  Act,  1902, 
Public  Health  Amendment  Act,  1907,  Voluntary  Notification 
of  Phthisis  and  the  Medical  Inspection  of  School  Children 
which  was  placed  on  a  sound  basis  last  year.  The  progress 
of  the  conversion  of  privy  middens  into  w.c.'s  that  has  regu¬ 
larly  taken  place  in  the  District  in  a  great  measure  I  attribute 
the  improved  sanitation  of  the  town.  It  is  obvious  that  the 
work  of  the  Medical  Officer  cannot  be  properly  carried  out 
without  the  loyal  support  of  his  Sanitary  Inspector  and  other 
assistants. 

The  general  public  take  a  lively  interest  in  such  questions 
as  the  sanatorium  treatment  of  consumption,  a  clean  and 
healthy  milk  supply,  pure  water,  efficient  drainage,  thorough 
meat  inspection,  abolition  of  private  slaughter-houses,  and  the 
control  of  infectious  diseases.  We  are  indebted  to  the  public 
press  for  the  increased  interest  in  health  matters  of  recent 
years,  with  a  result  that  every  public  body  and  every  public 
man  are  bound  to  give  greater  attention  to  the  health  of  the 
community.  A  new  health  standard  of  cleanliness  has  been 
created,  and  wholesomeness  has  been  preached  and  in  many 
cases  practiced.  Much  still  remains  to  be  done,  and  to  those 
who  compare  the  sanitary  conditions  of  to-day  with  25  years 
ago,  great  hope  is  to  be  expected  from  the  future. 

The  public  health  legislation  of  the  last  two  years,  include 
the  Old  Age  Pensions  Act  and  the  Children’s  Bill  are  bound 
to  influence  the  public  health  generally  and  to  improve  the 
conditions  under  which  a  large  number  of  the  poor  at  the 
present  time  exist. 
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The  Local  Government  Board  has  also  added  regulations 
with  regard  to  the  notification  of  Tuberculosis. 

Steady  progress  has  been  made  in  the  way  of  sanitary 
reform  towards  prompt  nuisance  removal,  erection  of  new 
houses,  inspection  of  food  supplies,  and  isolation  of  infectious 
disease. 

Trade,  however,  has  not  been  good,  and  the  sudden  onset 
of  severe  weather  towards  the  close  of  the  year  began  to  tell 
in  many  households.  The  town  may  he  said  to  depend 
almost  entirely  on  its  manufacturing  trade.  The  lace  industry 
supplies  work  for  a  large  proportion  of  female  hands,  while 
ironworks  and  machine  building  give  employment  to  a  large 
portion  of  the  male  population.  Trade  depression  does  not 
seem  to  have  much  effect  on  the  general  health  of  the  District, 
but  many  hands  have  been  thrown  out  of  employment  or  only 
working  part  time.  A  diminished  income  often  tend  to 
moderation  and  if  so  do  not  produce  sickness  and  disease, 
but  actual  want  has  come  to  my  notice  in  some  households 
during  the  last  few  months. 


RECOMMENDATIONS. 

I  have,  in  conclusion,  to  suggest  for  your  consideration 
the  following  recommendations  affecting  the  general  health  of 
the  District  as  a  means  for  improving  these  conditions 

1.  The  question  of  the  desirability  of  controlling 
and  maintaining  your  own  Common  Lodging-houses. 

2.  To  adopt  a  system  of  payments  to  owners  of  a 
portion  of  the  cost  of  the  conversion  of  the  existing 
privies  into  water  closets. 

3.  The  securing  of  an  additional  water  supply  from 
the  Derwent  Valley  Scheme. 


4.  The  abolition  of  private  slaughter-houses. 


5.  The  raising  of  the  street  levels  in  those  portions 
of  the  town  liable  to  be  flooded. 

6.  The  appointment  of  a  Ladies’  Health  Committee 
to  help  the  Nurse  in  the  administration  of  the  Notification 
of  Births  Act  with  a  view  to  reducing  the  infantile 
mortality. 

7.  A  steam  disinfector  is  badly  required  in  the 
District,  also  refuse  destructor. 

8.  The  adoption  of  the  Town  Planning  Act. 


I  am. 

Your  obedient  Servant, 

A.  B.  CHAMBERS, 

Medical  Officer  of  Health. 


Public  Health  Office, 
Long  Eaton, 

January,  1910. 


ANNUAL  REPORT 


OF  THE 

Medical  Officer  of 

Health 

FOR  THE  YEAR  1909. 

VITAL  STATISTICS, 

1909. 

SUMMARY. 

Elevation  of  District  in  Market  Place 

97  ft. 

Area  of  District  in  Water  Acres  ••• 

82’646 

Area  of  District  in  Land  Acres  ••• 

2099 

Inhabited  Houses  in  1908 

3912 

,,  ,,  in  1909 

4062 

Estimated  No.  per  House 

5'04 

Number  of  Persons  per  Acre 

97 

New  Houses  erected,  1908 

187 

Vacant  Houses,  1908 

123 

New  Houses  erected,  1909 

97 

Vacant  Houses,  1909 

80 

Houses  demolished,  1909 

4 

Houses  certified  as  unfit 

2 

Total  Increase  of  Inhabited  Houses,  1909 

150 

Total  Factories  in  District 

70 

Factories  and  Workshops  built,  1909 

4- 

Rateable  Value,  1908 

£81,493 

0s.  Cd. 

Assessable  Value,  1908 

£67,048 

3s.  Od. 

Rateable  Value,  1909 

£83,236 

0s.  Od. 

Assessable  Value,  1909 

£68,693 

0s.  Od. 

General  District  Rate 

4  5 

in  the  £. 

Poor  Rate 

1  4 

in  the  £. 

A  Penny  Rate  produces  ••• 

£286 

SUMMARY  OF  VITAL  STATISTICS  RELATING  TO 
BIRTHS  AND  DEATHS. 


Population  Census,  1901  ••• 

Estimated  Population,  1908 
Estimated  Population,  1909 
No.  of  Deaths  Registered,  1908 
General  Death-rate,  1908 
No.  Deaths  Registered,  1909 
General  Death-rate,  1909 

Average  No.  of  Deaths  at  all  ages  for  10  years 
Average  Death-rate  for  10  years  ••• 

No.  of  Deaths  from  Zymotic  Diseases,  1908 
Death-rate  from  Zymotic  Diseases  per  1000 
No.  of  Deaths  from  Zymotic  Diseases,  1909 
Death-rate  from  Zymotic  Diseases,  1909 
Death-rate  from  Filth  Diseases,  1909 
Infantile  Mortality,  1908  ••• 

Infantile  Mortality  Rate  per  1000  Births,  1908 
Infantile  Mortality,  1909  ... 

Infantile  Mortality  Rate  per  1000  Births,  1909 
No.  of  Deaths  from  Phthisis,  1908 


„  „  1909 

Death-rate  from  Phthisis,  1909 
No.  of  Deaths  from  other  Tubercular  Diseases,  190 
Legitimate  Infant  Deaths,  1908 
Illegitimate  ,, 

Legitimate  ,,  ,,  1909 

Illegitimate  ,, 

Uncertified  Deaths  in  1908 


>,  ,,  1909 

No.  of  Inquests,  1908 
„  ,,  1909 


One  Death  to  141  of  the  Population. 


13045 
20150 
20500 
181 
8'9 
145 
7‘07 
166 
11  03 
8 
0‘3 
3 

0T 

0'09 

44 

76 

41 
83‘6 

7 
19 

0'9 

8 

42 
2 

39 

2 

11 

2 

13 

11 
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BIRTHS. 

No.  of  Births  Registered,  1908 
,,  ,,  1909 

(Decrease,  85). 
No.  of  Legitimate  Births,  1909 
No.  of  Illegitimate  Births,  1909 
No.  of  Twins  Born  in  1909 
No.  of  Still-born  Births,  1909 
Excess  of  Births  over  Deaths,  1908 
,,  ,,  ,,  1909 

Birth-rate  per  1000 


575 

490 

483 

7 

10 

17 

394 

345 

23'9 


HOSPITAL  ACCOMMODATION. 

(a)  For  Femer  Cases.  Draycott  Isolation  Hospital.  Con¬ 
joint  hospital  between  Shardlow  Rural  District  Council 
and  Long  Eaton  District  Council  30  beds. 

(b)  For  Small  Pox. — Long  Eaton  Small  Pox  Hospital  belong¬ 
ing  the  District  Council  12  beds. 

(c)  Urgent  Cases  and  Accidents.  Derby  and  Nottingham 
Infirmaries. 


Electricity)  Supply.  -  Long  Eaton  District  Council. 

Water  Supply.  Stanton  Barn  Deep  Well — District  Council. 
Gas  Supply.-  Long  Eaton  Gas  Company. 

Sewerage.  Separate  system. 

Sewage  Disposal. — Precipitating  Tanks  and  Bacteria  Beds. 


VITAL  STATISTICS  FOR  ENGLAND  &  WALES. 


Annual  Birth-rates  and  Death-rates,  1909,  and  Death- 
rates  from  the  principal  epidemic  diseases. 


A 1111  mil  rate  | 

er  1000 

i  \  ing. 

Iiifantile 
Mortal  it\ 

Pea 

lis. 

Principal 

Epidemic 

I  liseases. 

Hate 

Births. 

(’rude  ( '( 

nrected 

per  1000 
hi  rths. 

England  and  Wales. 

2o  0 

14  0 

14  5 

1*1  J 

100 

70  great  towns 

Jo  7 

1  t  7 

loll 

1  4  J 

118 

143  smaller  towns  . 

J4  s 

1 3  0 

1  4  5 

1-OS 

111 

Long  Eaton 

23  9 

7-07 

8 

0-1 

83-6 

Nottingham  . . 

J4  0 

Id  7 

O' 85 

1 35 

Derby  .  . 

JJ  4 

13  7 

0-tls 

14  J 

ESTIMATED  POPULATION. 

The  estimated  population  of  the  District  at  the  end  of 
the  year  1909  was  20,500  against  20,150  last  year,  shewing 
an  increase  of  350,  the  number  of  inhabited  houses  being 
4,026.  The  natural  increase  of  population,  or,  the  excess 
of  births  over  deaths  was  345. 

HOUSE  ACCOMODATION. 

The  enumeration  of  the  unoccupied  houses  in  the  district 
was  made  in  December,  and  the  following  were  the  figures 


obtained  : — 

Houses  £20  per  year  and  upwards  16 

,,  5  6  to  7  6  per  week  36 

,,  2  6  to  5  -  ,,  ,,  28 

Total  Houses  unoccupied  1909  80 

1908  123 
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BIRTH-RATE. 


The  number  of  Births  registered  during  the  year  was 
490,  against  575  last  year,  showing  a  decrease  of  85,  of  these 
248  were  males  and  216  females.  There  were  483  legitimate 
and  7  illegitimate  births.  There  were  10  births  with  twins 
and  17  still-births,  giving  a  birth-rate  of  23'9  per  1000  per 
annum  the  lowest  birth-rate  ever  recorded  in  the  district. 

The  following  table  shows  the  natural  increase  of  the 
population  for  the  last  10  years  : 


Year 

Birth-rate. 

Death-rate. 

Natural  Increase 
of  Population. 

moo 

28-73 

12-7 

213 

1901 

20-9 

11-4 

204 

1902 

28-7 

10  1 

247 

1903 

26' si 

1  1  2 

207 

1904 

25-08 

1  1  0 

217 

1905 

28-9 

11-4 

209 

1900 

29  4 

10-9 

290 

1907 

27-0 

9  0 

248 

1908 

28-5 

8-9 

493 

1909 

2.9 -9 

7-07 

545 

DEATHS. 

There  were  145  deaths  registered  in  the  District  during 
the  year,  against  181  last  year,  giving  a  death-rate  of  7'07. 
This  is  the  lowest  death-rate  ever  recorded  in  the  District, - 
41  of  those  were  under  12  months  of  age,  and  46  under  5  years 
of  age, [while  there  were  87  over  65  years  of  age.  There  were 
only  2  uncertified  deaths,  and  11  coroner's  inquests  were  held 
during  the  year. 
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The  following  are  the  causes  of  the  deaths  that  occurred 
during  the  year  :  Diphtheria,  1  ;  enteritis,  3  ;  phthisis,  19  ; 
other  tubercular  diseases,  4  ;  cancer,  9 ;  bronchitis,  9  ; 
pneumonia,  5;  alcoholism,  3;  premature  birth,  11;  heart 
disease,  16  ;  accidents,  8  ;  suicides,  2  ;  apoplexy,  10  ;  tabes 
mesenterica,  8  ;  convulsions,  5  ;  and  all  other  causes,  35  ; — 
total,  145. 

The  following  table  shows  the  number  of  deaths  each 
year  for  the  last  10  years  and  the  death-rate  : 


Year. 

No.  of 
Deaths, 

Death-rate. 

1900 

102 

12-7 

1901 

150 

1 1  4 

1902 

141 

10-4 

1903 

170 

1 1  -2 

1904 

171 

110 

1905 

175 

11-4 

1900 

175 

10-9 

1907 

187 

9  0 

1908 

181 

8-9 

1909 

145 

7-07 

Average  for  10  years  10'5. 

This  shows  a  gradual  and  regular  decrease  in  the  death-rate 

for  the  last  10  years. 


fable  of  Vital  Statistics  for  1 0  Years. 
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II. 


III. 


I  nstitntions  within  the 
District  receiving  sick 
and  infirm  persons  from 
outside  the  District. 


Institutinos  outside 
tile  ]  list rict  receiving 
sick  and  infirm  per¬ 
sons  from  the  District 


Other  Institutions,  the 
deaths  in  which  have  been 
distribute!  among  the 
several  localities  in  the 
District. 


Notttingham  Genera) 
Hospital. 


Nil. 


Derby  Infirmary. 


Nil. 


Shardlow  Workhouse 


Is  the  Union  Workhouse  within  the  District? 


No. 
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I  able  IV. 


Causes  of,  and  ages  at,  Death  during  Year  1909. 
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Small-pox 

Measles 

Scarlet  Fever 

Whooping-cough 

Diphtheria  and  membranous  croup 

1 

1 

Croup  .  . 

(Typhus 

Fever  Enteric 

(Other  continued  .. 

Epidemic  Influenza 

Cholera 

Plague 

Diarrhoea 

2 

2 

Enteritis 

Puerperal  Fever 

3 

3 

Erysipelas 

Other  Septic  Diseases 

Phthisis 

19 

] 

7 

11 

Other  Tubercular  Diseases 

4 

2 

1 

1 

Cancer,  Malignant  Disease 

9 

(i 

3 

Bronchitis 

9 

4 

1 

3 

1 

Pneumonia  .. 

Pleurisy 

Other  Diseases  of  Respiratory  I 

5 

1 

4 

Organs  j 

Alcoholism  I 

Cirrhosis  of  Liver) 

Venereal  Diseases  .. 

Premature  Birth 

3 

n 

11 

1 

2 

Diseases  &  accidents  of  parturition 
Heart  Diseases 

16 

9 

7 

Accidents 

3 

1 

1 

1 

Suicides 

Marasm  11s  . .  . .  . .  . . 

2 

1 

1 

Convulsions  . .  . .  . .  . . 

5 

3 

2 

Apoplexy  . .  . .  . .  . .  j 

10 

7 

3 

Tabes  Mesenterica  .. 

8 

8 

All  other  causes 

35 

7 

0 

3 

7 

10 

All  causes 

145 

41 

5 

4 

11 

47 

37 

2d 


DEATHS  FROM  SPECIAL  DISEASES. 

SMALL-POX. 

I  have  again  to  report  that  the  district  was  free  from 
Small-pox  during  the  year.  The  hospital  however,  is  always 
kept  ready  for  immediate  use,  so  that  no  delay  should  occur 
in  the  event  of  any  case  being  discovered  in  the  town.  This 
is  all  the  more  necessary  as  there  is  a  large  number  of  child¬ 
ren  unprotected  by  vaccination.  Prompt  isolation  is  then  our 
onlv  method  of  defence  against  the  spread  of  infection,  we 
must,  therefore,  always  be  ready  to  isolate  immediately  the 
first  case  is  notified. — out  of  the  490  children  born  in  1909, 
only  180  were  vaccinated. 


MEASLES. 

There  was  no  death  registered  from  Measles  during 
the  year,  nor  did  I  hear  of  the  occurance  of  many  cases. 

This  is  most  satisfactory  as  the  death  rate  from  Measles  and 
Whooping  Cough  in  Urban  Districts  is  usually  high. 


SCARLET  FEVER. 

There  were  17  cases  notified  during  the  year,  but  no 
deaths,  they  were  generally  of  a  slight  character  and  call  for 
no  special  remark. 


DIARRHCEA. 

There  were  only  2  deaths  from  Diarrhoea,  occurring  in 
children  under  twelve  months  of  age,  this  is  a  very  satis¬ 
factory  record  for  so  large  a  population.  There  is  reason  to 
think,  that  this  disease  was  less  prevalent  than  for  some 
years  past,  and  it  was  supposed  that  climatic  conditions  had 
assisted  in  bringing  about  such  a  favourable  result. 
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PHTHISIS,  (Tuberculosis  of  the  Lung). 

During  the  year  the  registered  deaths  from  Phthisis 
were  19,  and  4  from  other  Tubercular  diseases,  against  7  last 
year,  shewing  a  considerable  increase.  This  complaint  re¬ 
sembles  Typhus  or  Diptheria  in  being  an  infectious  disease 
and  must  be  dealt  with  by  similar  measures  that  we  use  with 
regard  to  other  infectious  diseases. 

CANCER  (Malignant  Disease). 

The  deaths  registered  during  the  year  number  9,  against 
3  last  year. 

The  following  table  shows  organs  affected  :  — 


No. 

Organs. 

Age. 

Occupation. 

Sex. 

1 

Neck  .  .  .  . 

46 

Independent 

M. 

1 

Uterus  .. 

58 

Housewife 

F. 

2 

Lungs 

50,  49 

Lacemaker  . . 

M. 

2 

Breast 

77,  49 

Housewife 

F. 

1 

Sarcoma  Lung 

14 

Schoolboy 

M. 

1 

Stomach 

65 

Housewife 

F. 

1 

Bowels  . . 

75 

Housewife 

F. 

9 

RESPIRATORY  DISEASES. 

The  deaths  from  Bronchitis  and  Pneumonia  were  14. 
Bronchitis,  9  ;  Pneumonia  5  ;  of  these  4  were  under  1  year 
of  age. 

DIPHTHERIA. 

There  were  35  cases  of  Diphtheria  notified  during  the 
year,  and  only  one  death,  a  child  under  5  years  of  age.  Most 
of  the  cases  were  of  a  mild  type  and  of  school  age. 


HEART  DISEASE. 


There  were  16  deaths  registered  during  the  year,  against 
17  last  year,  most  of  which  were  over  65  years  of  age. 

SENILE  MORTALITY. 

There  weS  37  deaths  registered  over  65  years  of  age. 
The  following  are  the  causes  of  death  : 


Bronchitis 

i 

Pneumonia 

4 

Cancer  .. 

14 

Alcoholism 

2 

Heart  I  )isease  . . 

7 

Accidents 

i 

Apoplexy 

i) 

All  others 

II) 

Total 

37 

INQUESTS. 

There  were  11  Inquests  held  during  the  year  by  the 
County  Coroner.  The  following  were  the  verdicts  of  the 
jury  :  Convulsions  2,  suicide  by  drowning  1,  over-lying  1, 
suffocation  1,  heart  diseases  3,  accident  1,  drowning  2,  peri¬ 
tonitis  1. 

UNCERTIFIED  DEATHS. 

There  were  2  uncertified  deaths  amongst  adults  from 
Heart  Disease.  There  were  3  uncertified  deaths  amongst 
infants,  1  debility,  1  convulsions,  1  bronchitis. 

STILL  BIRTHS. 

There  were  17  still-births  during  the  year  against  24 
last  year. 
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DEATHS  PROM  ZYMOTIC  DISEASES. 

The  following  table  shews  the  deaths  from  the  prin¬ 
ciple  Zymotic  diseases. 


Disease. 

Notified 

Died 

Noi  ified 

Died 

1  DOs. 

1008. 

1000. 

1909. 

Small-pox  . . 

(I 

0 

0 

0 

Scarlet  Fever 

•20 

0 

17 

0 

Diptheria  .  . 

1!) 

4 

35 

1 

Enteric  Fever 

1 

0 

8 

0 

Measles 

0 

4 

0 

0 

Whooping  Cough . . 

0 

0 

0 

0 

Diarrhoea  .. 

0 

0 

0 

2 

Total 

40 

8 

00 

3 

It  will  be  seen  by  the  above  table  that  the  death  rate 
from  the  principal  Zymotic  diseases  is  O'l. 


INFANTILE  MORTALITY. 

The  number  of  Births  registered  during  the  year  was 
490,  and  out  of  this  number,  41  died  under  one  year  of  age, 
against  44  last  year,  giving  the  infantile  death-rate  of  83‘6, 
against  76 ' 5  last  year  ;  the  average  for  10  years  being  143'7. 
One  half  of  these  deaths  are  due  to  premature  birth  11, 
marasmus,  debility  and  atrophy  9,  and  other  diseases  beyond 
the  scope  of  preventive  measures.  Information  gained  by 
experience  among  the  less  well  informed  mothers  and  their 
methods  of  feeding  infants  leads  one  to  conclude  that  the 
death-rate  amongst  infants  is  more  excessive  than  needs  be. 
The  natural  food  of  an  infant  is  its  mother’s  milk,  and  that 
any  food  but  milk,  cannot  be  digested  by  infants  under  7 
months  of  age,  is  not  understood  by  a  large  number  of 
mothers.  The  number  of  times  that  a  health  visitor  sees, 


)  7 
_  / 


in  the  homes  of  the  poorer  classes,  babies  fed  with  bread, 
potatoes,  gravy,  or  any  other  food  the  parents  are  having 
themselves,  the  surprise  is  that  the  death-rate  is  not  higher 
than  it  is  at  present.  If  an  arrangement  could  be  made  to 
provide  a  properly  prepared  milk  of  good  quality  at  a  mini¬ 
mum  price  for  such  parents  as  cannot  feed  their  own  babies. 
The  care  of  infants,  whose  mothers  find  it  necessary  to  go 
out  to  work,  and  who  leave  their  infants  to  the  care  of 
neighbours,  is  a  most  difficult  problem  to  deal  with,  and 
can  only  be  dealt  with  by  legislation. 

The  following  table  v.  shews  the  deaths  from  stated 
causes,  in  weeks  and  months,  under  one  year  of  age  : 
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Table  V.— Infantile  Mortality  during  the  Year  t<)09. 


The  following  table  shows  the  diseases  from  which  they 
died  : 


o 

1  liarrhcea 

3 

.Enteritis 

1 1 

Prematuie  Rinli 

2 

Congenital  Defects 

1 

Want  of  Breast  Milk 

y 

Marasmus 

2 

Tubercular  Meningit 

3 

Convulsions 

3 

Bronchitis 

1 

Suffocation 

4 

Other  causes 

41 

Total 

ANALYSIS  OF  THE  CAUSES  OF  THE  MORTALITY, 


How  many  of  the  deaths  of  infants  result  from  preventable 
causes.  They  may  be  divided  into  three  classes  preventable, 
non-preventable,  and  doubtful. 

PREVENTABLE.  Diarrhoea,  enteritis,  whooping 
cough,  tabes,  accidents  and  negligence,  and  other  infectious 
diseases. 

NON-PREVENTABLE. — Premature  birth  and  other 
congenital  defects. 

DOUBTFUL.  Debility,  wasting  inanition,  convulsions, 
bronchitis,  pneumonia,  meningitis. 


The  first  class,  preventable  causes,  include  the  infectious 
diseases  of  the  first  year,  and  are  often  caused  by  the  careless 
exposure  of  the  infants  by  their  mothers.  Diarrhcea  and 
inflammation  of  bowels  belong  to  the  same  class.  Breast  fed 
infants  seldom  suffer  from  diarrhcea.  It  is  caused  by  the 
irritation  of  improper  food  or  bacterial  changes  in  cows  milk. 

Tabes  mesenterica  may  mean  any  condition  characterised 
by  pain  and  distension.  It  may  be  due  to  tubercular  milk. 

Of  the  deaths  due  to  accidents  and  negligence  the 
majority  of  this  class  are  also  preventable. 

Premature  births  come  under  the  second  class.  For  the 
most  part  these  are  non-preventable  causes. 

Of  the  41  deaths  this  year — 

The  preventable  diseases  claim  no  less  than  22  ; 

The  non-preventable  claim  -  -  -  -  11  ; 

The  doubtful  preventable  claim  the  remainder  8. 

This  would  have  reduced  the  infantile  death-rate  by  half. 
30  of  these  deaths  occurred  under  3  months  of  age,  showing 
that  to  influence  favourably  the  chances  of  living  amongst 
infants  efforts  should  be  made  on  the  first  few  weeks  of  life, 
and  the  earlier  the  attention  given  the  better  the  chance  of 
saving  life. 


ZYMOTIC  ENTERITIS,  or  EPIDEMIC  DIARRHCEA. 

Zymotic  Enteritis  is  the  most  fatal  disease  of  infancy,  and 
despite  the  advances  which  sanitation  has  made,  no  similar 
improvement  is  noticeable  in  infantile  mortality  rates.  On 
the  contrary  Epidemic  Diarrhcea  is  steadily  increasing  as  a 
cause  of  death  amongst  infants  under  one  year  of  age. 
Diarrecea,  which  formerly  caused  the  death  of  10  per  cent., 
has  increased  to  15  per  cent.,  and  respiratory  diseases  have 
risen  from  16  to  18  per  cent.,  and  Prematurity  from  17  to  30 


per  cent.  Other  children's  diseases  are  disappearing,  but 
infantile  mortality  still  remains  because  of  the  increase  of 
Prematurity,  Pneumonia,  and  Diarrhoea.  This  group  of 
diseases  show  that  antenatal  conditions  are  responsible  for  a 
large  proportion  of  deaths  in  infants.  These  deaths  are  dis¬ 
tinguished  from  those  arising  after  birth  by  the  fact  that  the 
deaths  occur  in  the  first  few  weeks  of  life,  and  mostly  all  of 
them  within  the  first  three  months.  The  greatest  intensity 
of  attack  in  epidemic  diarrhoea  is  not  upon  the  youngest 
infants,  but  upon  infants  between  4  and  8  months.  The 
increase  in  the  number  of  deaths  from  respiratory  diseases  is 
connected  with  the  increase  in  diarrhoea,  where  pneumonia 
is  very  likely  to  develop  as  a  complication.  Zymotic  Enteri¬ 
tis  is  a  disease  of  a  very  acute  character,  and  differs  widely 
from  the  other  digestive  disorders  from  which  infants  suffer 
from  as  the  result  of  improper  feeding.  The  infants  most 
liable  to  suffer  from  this  disease  in  its  worst  form  are  those  in 
whom  digestive  disorders  have  been  established  for  some 
time.  The  disease  is  most  prevalent  and  most  fatal  during 
the  third  quarter  of  the  year.  The  higher  the  temperature 
the  greater  the  prevalence  of  the  disease,  especially  if  there  is 
little  rain  and  a  large  amount  of  dust.  Epidemic  diarrhoea  is 
chiefly  an  urban  disease.  As  a  fatal  disease  it  is  a  complaint 
of  the  lower  labouring  classes,  neglect  of  infants,  unclean 
storage  of  food,  and  industrial  occupation  of  mothers.  The 
great  feature  is  an  unclean  soil,  the  poison  from  which  infests 
the  air  and  is  swallowed  with  food,  especially  milk. 

What  is  the  nature  of  the  poison  which  causes  this  dis¬ 
ease,  and  how  is  it  conveyed  to  the  infant?  It  is  not  an 
infectious  disease  and  it  cannot  be  conveyed  that  way.  When 
it  is  most  prevalent  there  are  babies  living  in  the  most  un¬ 
sanitary  conditions  who  are  immune  because  they  are  breast 
fed. 


This  disease  is  almost  unknown  amongst  infants  fed  on 
fresh  milk.  It  is  essential  for  the  development  of  the  disease 
that  the  properties  of  the  natural  food  of  the  infant  should  be 


destroyed  either  by  heat  or  preservatives.  For  the  proper 
care  of  milk  it  should  be  so  handled  that  all  organisms  in  it 
should  be  prevented.  Milk  left  to  itself  undergoes  a  chemical 
decomposition,  the  lactose  is  converted  into  lactic  acid,  which 
causes  digestive  disorders  and  diarrhoea.  The  germs  that 
cause  Zymotic  Enteritis  exist  in  the  mouth  of  every  infant. 
They  are  the  ordinary  germs  of  putrefaction  and  do  not  attack 
milk  in  its  natural  state.  The  milk  must  be  boiled  or  treated 
by  preservatives,  so  that  the  lactic  organisms  are  destroyed. 

The  following  table  shows  for  the  past  10  years  the 
death-rate  of  children  under  one  year  of  age  per  1000  births 
in  Long  Eaton  compared  with  England  and  Wales 


Year. 

Long  Eaton. 

England  tfc  Wales 

1900 

169 

154 

1901 

192 

154 

1909 

126 

151 

1909 

149 

132 

1904 

197 

146 

1905 

129 

128 

1906 

142 

128 

1907 

110 

1 99 

1 90S 

7<) 

136 

1909 

83 

198 

The  following  table  shews  the  ages  at  which  the  41 
infants  died  in  1909  : 


From  this  table  it  will  be  seen  that  15  of  the  deaths 
occurred  under  one  month,  and  ten  under  one  week,  while 
30  died  from  3  to  4  months. 

The  following  table  shews  the  diseases  from  which 
they  died  : — 


1909 

1908 

2 

2 

Diarrhoea 

i) 

2 

Enteritis 

0 

1 

Gastritis 

11 

9 

Premature  Birth 

9 

8 

Marasmus 

2 

1 

Other  Tubercular  Diseases 

3 

7 

Convulsions 

8 

Bronchitis 

0 

4 

Pneumonia 

2 

n 

Congenital  Defects 

1 

0 

Suffocation 

1 

0 

Want  of  Breast  Milk 

■J 

2 

All  other  causes 

41 

44 

'Total 

NOTIFICATION  OF  BIRTHS  ACT,  1907. 

This  Act  has  been  in  force  in  our  District  for  15  months, 
and  is  administered  by  a  Trained  Nurse,  who  acts  as  an 
Assistant  Sanitary  Inspector.  Records  of  the  Nurse’s  visits 
are  kept  on  the  Card  System.  The  card  inserted  here  shows 
the  nature  of  the  enquiries  made  at  each  visit  : 


LONG  EATON  URBAN 

birth 

CARD, 

DISTRICT  COUNCIL. 

Date  of  Birth  Sex 

Weight 

Dr.  or 

Midwife  No. 

Name  and  Address 

Full  Time  or  Premature 

Occupation  of  Father 

of  Mother 

(if  any) 

Total  Wages 

No.  of  rooms  in  house 

Living  Rooms 

Bedrooms 

Pup  in  house  14p;  p  14 

Previous  Children 

Living 

Dead 

Rent  of  House 

1 

Age  at  Visit 

Weight 

Condition 

Method  of  Feeding 


Clothing 
Date  of  Visit 


To  be  revisited 


Age  at  Visit  Weight  Condition 

Cared  for  ? 

c/) 

> 

Method  of  Feeding 

C 

U 

c n 

Date  of  change  (if  any)  in  method  feeding 

Cause 

Clothing 

Remarks 


Date  of  Visit 


Inspector 


Date 


Age  at 

Visit  Weight  Revisit*  Initial*. 


Death  Enquiry 

Address 

Age 

Sex 

Date  of  Death 

Cause 

How  long  ill  ? 

How  long  under  Dr.  ? 

Dr. 

Under  care  of  mother? 

Where  kent  in  daytime 

How  often  taken  out 

Any  deviation  from  recorded 

method  of  feeding 

Method  of  feeding 

Remarks 


Date 


Inspector 


LONG  EATON  URBAN 


STII^L  BIRTH 


DISTRICT  COUNCIL. 


Date  of  Birth  Sex  Dr.  or  Midwife  No. 

Name  and  Address  Full  Time  or  Premature 

Occupation  of  Father  of  Mother  (if  any)  Total  Wages 

No.  of  rooms  in  house  Living  Rooms  Bedrooms  Pop.  in  house  14/p  p/14 

Previous  Children  Living  Dead  Rent 

No.  of  previous  miscarriages  How  long  since  a  viable  child? 

Health  of  Mother  Physique  of  Mother 

Habits  (abfts)  of  Mother  

LABOUR:  Was  Midwife  or  Dr.  present_at  Birth? _  _ 

Was  labour  unduly  prolonged  ? 

Were  instruments  used  ?  Any  abnormality  of  childj* _ 

Remarks  (suggested  cause) _ _ 


Date  Inspector 

Causes  of  Abortion  and  Prematurity  s— 

1.  -MATERNAL:— 

Abnormal  conditions  of  reproductive  organs. 

Displacement  of  uterus. 

2.  -VARIOUS  POISONINGS  OF  THE  SYSTEM  BY  INFECTIONS  AND 

POISONS:— 

Iniectious  Diseases. 

T  uberculosis. 

Syphilis. 

Alcoholism, 

Food  Poisoning, 

Lead  / 

Chiefly. 

Metallic  Poisons— Phosphorus  ' 

Mercury. 

3.  EMOTIONAL,  Etc.  : 

Profound  Emotion. 

Fright. 

Anxiety. 

Sudden  Shock. 

Bad  Hygiene,  particularly  over-heated  and  ill- ventilated  rooms. 

Excessive  activity,  pleasure  or  work. 

Violence.  Blow,  fall,  strain,  etc. 

DEFINITIONS: 

Abortion . under  4  months. 

Miscarriage  ...  -  over  4  and  under  <5  months. 

Premature  Birth  6  months  to  full  time. 


the  register  during  the 


Births  notified  and  entered  in 


year  490  : 

Males 

248 

Normal  weight 

60 

Females 

242 

Above  normal 

269 

Attended  by  Doctors 

272 

Below  normal 

75 

,,  by  Midwives  •  • 

217 

Breast  Fed 

380 

,,  by  Neighbours 

1 

Bottle  Fed 

47 

Still  Births 

19 

Both  . 

19 

Died  a  few  hours  after  Birth 

10 

T  wins 

10 

Number  not  visited 

14 

T wins  living 

6 

Revisits 

1645 

T wins  dead 

14 

Total  visits  for  year 

. .  2090 

Illegitimate 

7 

Children  weighed 

404 

The  Notification 

of  Births 

Act  which  was  adopted  in 

the  town  during  the 

last  three 

months  of  1908,  has 

been 

carried  out  with  very 

little  friction.  In  only  one  case 

was 

I  refused  admittance  to 

a  house, 

and  in  six  cases  the  notifi- 

cations  have  come  in  late. 

One  of  the  advantages  of  early  notification,  is  that  it 
enables  us  to  advise  the  mothers  as  to  the  care  of  her  health, 
so  that  she  may  keep  her  breast  milk,  and  where  necessary, 
to  urge  her  to  seek  medical  aid.  It  also  enables  us  to  find 
out  before  too  late,  the  babies  whose  eyes  require  special 
attention.  One  very  serious  case  occurred  during  the  past 
year  through  neglect,  but  fortunately  medical  aid  was  sought, 
and  the  eyesight  of  the  child  was  saved. 

During  the  year,  490  babies  have  been  registered,  and 
of  these  I  visited  464,  and  advised  the  mother  in  regard  to 
the  food,  also  the  importance  of  regularity  in  feeding  and 
bathing,  and  giving  advice  as  to  sleeping  and  clothing. 

In  every  case,  a  card  giving  the  right  quantities  of  milk 
and  barley  water  for  each  meal,  and  the  times  of  feeding,  was 
left  in  the  house,  so  that  should  the  mother’s  milk  fail,  she 
shall  know  how  to  dilute  cows  milk,  and  prepare  the  baby's 
food.  Advice  is  also  given  as  to  the  best  kind  of  bottle,  and 
the  dangers  of  the  long  tube  bottle  pointed  out. 

There  have  been  1645  re-visits  paid.  At  these  visits 


many  of  the  mothers  are  eager  to  have  their  babies  re-weigh¬ 
ed,  and  to  learn  how  they  are  thriving.  In  one  or  two  in' 
stances,  where  a  baby  has  been  unusually  delicate,  the 
medical  man  in  attendance  has  requested,  that  the  child 
should  be  weighed  each  week  ;  this  has  been  done,  and  with 
care  and  attention  these  babies  have  improved.  In  other 
cases,  where  a  baby  has  been  found  not  to  be  making  satis¬ 
factory  progress,  an  alteration  in  feeding  has  been  suggested, 
with  good  results. 

The  following  table  will  shew  some  of  the  particulars 
obtained  :  — 


No.  of  births  notified  --  •••  490 

Boys  •••  •••  248 

Girls  •••  •••  216 

Not  visited  •••  26 

No.  attended  by  Medical  Practitioner  272 
,,  ,,  ,,  Midwives  •••  216 

,,  ,,  ,,  By  neighbours  2 

KIND  OF  FEEDING. 

Entirely  breast  fed  •••  322 

Hand  and  breast  fed  •••  90 

Entirely  hand  fed  •••  41 

Unable  to  take  food  •  •••  10 

KIND  OF  FOOD. 

Fresh  cow’s  milk  and  water  42 

Milk  &  barley  water  or  oatmeal  water  90 
Patent  foods  •••  •••  4 

Condensed  milk  •••  2 

Spoon  fed  •••  •••  2 

STILL  BIRTHS  •••  20 

Died  a  few  hours  after  birth 

(premature)  10 

41 


Total  Deaths 


SANITARY  CONDITIONS. 

Notice  is  taken  of  the  cleanliness  and  sanitary  con¬ 
ditions  of  the  houses  and  their  surroundings,  and  where 
defects  have  been  observed  these  have  been  reported  to  the 
Sanitary  Inspector,  who  has  taken  the  necessary  proceedings 
in  order  to  have  the  various  defects  remedied. 

HINTS  ON  THE  FEEDING  OF  INFANTS. 


BREAST  FEEDING. 

An  Infant's  most  natural  and  best  food  is  the  Mother’s 
Milk,  therefore  an  attempt  should  always  be  made  to  rear  it 
by  breast  feeding.  If  the  breast  milk  is  sufficient  in  quantity, 
the  Infant  requires  no  other  food  up  to  the  age  of  six  months. 

The  Infant  should  be  put  to  the  breast  every  two  hours 
during  the  day,  and  every  four  hours  during  the  night  for 
the  first  three  months  of  life  ;  after  that,  the  interval  should 
be  gradually  made  longer.  The  more  regular  the  times  of 
feeding  the  better  will  the  Infant  thrive. 

As  far  as  possible  the  quantity  of  milk  at  each  feed  should 
be  the  same.  Regularity  in  the  times  of  feeding  and  the 
amount  of  milk  taken,  if  persevered  in,  will  do  more  than 
anything  else  to  prevent  indigestion,  flatulence,  or  wind,  which 
is  the  common  complaint  of  a  crying  and  fretful  baby.  It  is 
a  bad  habit  to  put  the  child  to  the  breast  simply  to  make  it 
quiet.  Irregular  feeding  of  this  kind  brings  on  indigestion  or 
makes  it  worse. 

No  child  should  have  the  breast  after  nine  months.  Even 
before  that  the  milk  becomes  poor,  ceases  to  give  enough 
nourishment  to  the  child,  and  renders  the  mothers  weak  and 
more  liable  to  illness  of  various  kinds. 


ARTIFICIAL  FEEDING. 

The  best  substitute  for  breast  milk  is  fresh  cow's  milk 
suitably  prepared.  The  same  food  does  not  suit  all  infants, 
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but  fresh  cow’s  milk  should  always  be  patiently  tried  before 
anything  else.  Milk-fed  children  have  a  clear  skin  and  good 
colour,  their  bones  are  harder,  and  their  teeth  grow  better 
than  do  those  of  children  reared  on  the  numerous  “  Infants’ 
Foods.” 

Cow’s  milk  in  itself  is  too  strong  for  children  under  seven 
months,  and  should  be  diluted  according  to  the  following  table, 
the  food  being  prepared  fresh  for  each  meal 


ROILED 

PARLEY 

QUAN- 

TIMES 

AGE. 

MILK. 

CREAM. 

WATER 

TITY. 

PER 

1  >ays 

Tea- 

Tea- 

Tea- 

Tea- 

DAY. 

old 

spoons 

spoons 

spoons 

spoons 

Feed 

3 

7 

1 

3 

] 

1 

G 

8 

8 

12 

every 

14 

4 

i 

u 

10 

Two 

Hours. 

21 

28 

6 

8 

2 

o 

12 

14 

20 

24 

Weeks 

Nine 

5 

10 

3 

10 

29 

Meals. 

0 

13 

3 

18 

34 

7 

10 

3 

21 

40 

Eight 

8 

20 

4 

24 

48 

Meals. 

10 

‘22 

2 

24 

48 

Table- 

Table- 

Table- 

Table- 

Months 

spoons 

spoons 

spoons 

spoons 

Eight 

3 

7 

5 

12 

Meals. 

4 

8 

0 

14 

5 

10 

0 

10 

Seven 

6 

12 

4 

10 

Meals. 

7 

14 

4 

18 

8 

10 

2 

18 

Six 

!) 

18 

IS 

Meals. 

10 

20 

20 

INFECTIOUS  DISEASES  NOTIFICATION  ACT. 


I  have  received  under  the  above  heading,  the  following 
notifications  of  Infectious  Disease  during  the  year  1909  : 


Notifications.  I  featlis. 


1  fisease 

nos 

noo 

nos 

non 

Sent 

to 

1  lospital 

Scarlet  Fever 

20 

17 

0 

0 

7 

Diphtheria 

lil 

155 

4 

i 

21! 

Enteric  Fever 

I 

8 

0 

0 

15 

Erysipelas 

1 1 

8 

0 

0 

0 

Phthisis 

0 

11 

0 

0 

0 

Totals  . . 

51 

7!) 

4 

1 

1515 

Of  this  number  33  were  Isolated  in  Hospital. 


The  following  table  shows  the  number  of  Infectious 
Diseases  notified  during  the  last  10  years  : 


Notifiable  Disease. 

1900 

1901 

1902 

1903 

1904  1905  1906 

1907 

1 908 

1909 

Small-pox 

0 

0 

2 

19 

0 

0 

0 

0 

0 

0 

Diphtheria 

1 

1 

4 

•> 

29 

45 

54 

30 

19 

35 

Croup  . . 

1 

1 

1 

2 

0 

0 

0 

U 

0 

0 

Erysipelas 

9 

24 

17 

13 

15 

17 

10 

19 

1 1 

s 

Enteric  Fever.. 

9 

]  *5 

4 

1 

1 

(l 

13 

2 

1 

s 

Puerperal  Fever 

l) 

0 

0 

1 

0 

0 

1 

0 

0 

0 

Whooping  Cough 

0 

0 

0 

0 

1 

1) 

0 

0 

0 

0 

Measles 

0 

1) 

0 

() 

0 

1 50 

20 

0 

0 

17 

Scarlet  Fever  . . 

154 

07 

33 

30 

09 

182 

82 

21 

20 

Total 

54 

Ids 

01 

77 

1  15 

400 

— 

*200 

72 

51 

08 

The  following  measures  have  been  adopted,  and  action 
taken  to  check  the  spread  of  these  Infectious  Diseases  : 

1.  Adoption  of  Infectious  diseases  prevention  Act  1890. 

2.  Adoption  of  Public  Health  Act  (Amendment  Act) 

1890. 
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3.  Adoption  of  Notification  of  Births  Act  1907. 

4.  Adoption  of  Public  Health  Acts  (Amendment  Act) 

1907. 

5.  Written  and  Verbal  Notices  to  Elementary  and 

Sunday  Schools. 

6.  Notices  sent  by  Head  Teachers  to  Medical  Officer  of 

Health  of  any  cases  occurring  in  their  schools. 

7.  Verbal  and  printed  notices  sent  to  each  infected 

house. 

8.  Disinfection  of  every  infected  house  by  Sanitary 

Authority. 

9.  Disinfection  of  all  soiled  clothing  and  destruction  of 

same  when  disinfection  is  not  possible. 

10.  Every  infected  house  is  visited  and  revisited  to  assure 

proper  isolation. 

11.  Diphtheria  and  Scarlet  Fever  Patients  sent  to  Dray- 

cott  Hospital  when  proper  Isolation  cannot  be 
carried  out  at  home. 

12.  Fumigation  by  Vapaforum  Lamp,  and  Formalin. 

13.  All  Library  Books  found  that  cannot  be  properly 

disinfected  are  destroyed,  and  the  Circulation  of 
Library  books  stopped  in  infected  houses. 


No. 

cases 

notified 

1st 

quarter 

11 

5  9 

99 

9  9 

2nd 

9 9 

6 

9  9 

9  1 

9 9 

3rd 

9 1 

22 

9  9 

9  9 

9 9 

Total 

4th 

5  9 

30 

-  69 

Total 


I  able  Ml.  local  Government  Hoard. 

Ciiscis  of  Infectious  Disease  notified  during  the 

Year  1 «)»?). 


( 'ases  notified 

in  whole  ills 

t  riot. 

N  o. cases 

Noli  liable  1  >iseuse.  .  n 

\t 

Ages 

Yea 

removed 

to 

1 lospi  tal 

\«cs. 

Under  .  . 

■j  \  ~} 

1 5  2  5 

65  and 

1 

upwds 

Small-pox 
( ’holera 

Diphtheria  ..  --  35 

Membranous  Croup 

<1 

•24 

2 

•28 

Krvsipelas  ..  ..  S 

7 

1 

Scarlet  Fever  17 

2  5 

S 

2 

7 

1  \  pluis  Fever 

Fnteric  Fever  .  .  |  <s 

1 

i 

8 

Relapsing  Fever  .  . 
Continued  Fever  .. 
Puerperal  Fever 

Plague  ..  ..I 

Phthisis  .  11 

•2 

9 

0 

Totals..  Til 

■>  1  1 

rj(5 

1(1 

lev 

1 

83 

Name  and  Situation  of  Isolation  Hospital  Draycott 
Number  of  Diseases  that  can  be  concurrently  treated  3. 
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No.  of  cases  of  Infectious  Diseases  reported  in  each 
month  of  the  year  1909: 


■S 

X 

- 

Month 

1909 

> 

£  v 

■7.'~ 

% 

5  ? 

0> 

g,  z 

£ 

Total 

January 

i 

1 

i 

•} 

0 

G 

February 

0 

1 

0 

2 

0 

3 

March 

0 

1 

0 

0 

0 

1 

A  pril 

2 

0 

0 

0 

0 

2 

May 

0 

1 

0 

1) 

0 

1 

J  line 

0 

1 

0 

<■) 

0 

3 

,)  ulv 

2 

4 

(i 

1) 

0 

(i 

A  ugust 

8 

4 

0 

0 

0 

1 2 

September 

4 

0 

0 

0 

0 

4 

( lotober 

(l 

0 

2 

1) 

0 

2 

November 

0 

9 

i 

1 

0 

ii 

December 

0 

13 

4 

0 

0 

17 

Totals 

17 

35 

8 

8 

0 

68 

The  following  table  shows  the  details  of  the  Bacteriologi¬ 
cal  Examinations  sent  to  the  County  Councils  laboratory 
during  1909 


Disease. 

Positive. 

Negative. 

Doubtful.  |  Total 

Diphtheria 

3 

3 

2  8 

Tubercle 

1 

1 

0  2 

Enteric 

5 

2 

1  G 

Ringworm 

4 

8 

0  12 

Totals 

11 

14 

3  28 

44 


ISOLATION  HOSPITAL,  DRAYCOTT. 

The  following  table  shows  the  number  of  cases  of 
Infectious  Diseases  treated  at  this  Hospital  during  1909  : — 


Diseases.  No  of  Oases. 

Total  No. 
of  Days. 

A  verage  N  o. 
of  Days. 

Deaths. 

Hcarlet  fever}  7 

301 

43 

0 

Diphtheria  23 

003 

30 

1 

Enteric  fever1  3 

00 

30 

1 

Totals  33 

1804 

34 

2 

The  cost  of  maintenance  of  the  30  cases  sent  to  the 
Hospital  during  the  year  : 


1st  quarter  - 
2nd  ,, 

3rd 

4th 


£9  1  0 

0  0  0 
15  2  0 

26  4  0 


Total  1909  -  -  -  £50  7  0 


The  Council  provides  antitoxin  serum  for  the  treatment 
of  Diphtheria  free  of  expense.  The  following  was  the  cost  of 
the  serum  during  the  year  : — 


1st  quarter 
2nd  ,, 

3rd 

4th 


Total 


£l  3  9 

0  12  3 

3  14  9 

8  10  0 


-  £14  0  9 


SCARLET  FEVER. 

There  were  17  cases  of  Scarlet  Fever  notified  against  20 
cases  last  year.  Seven  of  these  cases  were  removed  to  the 
Draycott  Isolation  Hospital.  All  cases  were  visited  and  dis- 
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infectants  sent,  and  the  rooms  afterwards  were  disinfected 
by  the  Sanitary  Inspector.  We  had  no  return  cases  from  the 
Hospital. 

A  contact  of  Small -pox  had  been  reported  by  M.  O.  H., 
Liverpool,  and  two  cases  of  Asiatic  Cholera  by  M.  O.  H. 
of  Hull.  These  three  cases  were  investigated  and  observa¬ 
tion  kept  of  them  for  14  days. 


DIPHTHERIA. 

This  disease  is  caused  by  a  specific  germ,  located  for  the 
most  part  in  the  throat.  The  germ  under  favourable  condi¬ 
tions  attacks  the  mucous  covering  of  the  Pharynx  and  Ton¬ 
sils,  multiplies  rapidly,  secretes  powerful  poisons  which  pass 
into  the  blood,  frequently  causing  death.  Early  and  com¬ 
plete  disinfection  of  the  throat  is  the  best  method  of  cutting 
short  the  disease.  Children  spread  the  germs  by  coughing 
in  each  other's  face,  by  nasal  mucous,  and  in  many  other 
ways,  such  as  school  pencils.  It  would  be  well  that  all 
teachers  should  know  that  the  cause  of  Diphtheria  is  a  rod¬ 
shaped  organism  that  inhabits  the  throat,  and  that  after 
the  patient  has  recovered,  may  remain  for  weeks  and  months, 
always  ready  to  infect  another  throat,  and  that  the  use  of  an 
efficient  disinfectant  applied  at  the  outset  is  the  remedy. 
This  germ  falls  on  the  floors  of  class-rooms,  desks,  furniture, 
&c.  ;  therefore,  if  it  is  desired  to  get  rid  of  the  disease,  con¬ 
stant  disinfection  must  be  enforced  at  all  times.  All  throats 
should  be  examined,  and  il  red  and  inflamed,  treated  with 
a  suitable  disinfectant,  such  as  a  solution  of  cylin  or  cylin 
lozenges  containing  one-tenth  of  a  drop  of  cylin. 

All  class-rooms,  floors  and  desks  should  be  sprayed  with 
disinfectants  after  a  case  of  fever,  to  be  followed  by  sweeping 
and  dusting.  If  these  measures  were  carefully  carried  out  it 
would  be  the  most  efficient  means  of  checking  the  spread  of 
infectious  diseases  in  Schools.  Even  in  a  single  year  the 
number  of  these  diseases  would  fall  so  low  as  to  be  a  surprise 
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to  all  concerned.  Managers  of  Schools,  teachers,  and  even 
the  children  themselves  must  all  be  educated  in  the  principals 
of  disinfection  if  the  number  of  these  diseases  is  to  be  mater¬ 
ially  lessened. 

There  were  35  cases  of  Diphtheria  reported  during  the 
year — -3  cases  were  notified  the  first  quarter,  2  the  second 
quarter,  8  the  third  quarter,  and  22  the  fourth  quarter. 
November  and  December  are  the  months  in  which  this 
disease  seems  most  prevalent.  Of  these  35  cases,  23  were 
sent  to  the  Draycott  Isolation  Hospital,  and  12  were  isolated 
at  their  homes.  They  were  mostly  of  a  mild  type.  There 
were  only  2  deaths  out  of  35.  Antitoxin  has  been  adminis¬ 
tered  in  all  the  cases,  a  supply  having  been  provided  by  the 
Council  free.  All  these  cases  were  immediately  visited  after 
notification  and  printed  instructions  left  with  disinfectants. 
School  notices  being  sent,  and  children  attending  both  Day 
and  Sunday  Schools  from  infected  houses,  are  kept  from 
school  till  free  from  infection.  Towards  the  end  of  the  year 
one  family  had  six  cases  in  one  house  before  calling  in  medical 
advice,  while  they  had  children  attending  the  Wellington  St. 
school.  This  case  spread  the  infection  to  four  other  houses 
whose  children  attended  the  school,  and  being  close  on  the 
Christmas  holidays,  the  Sanitary  Authority  thought  it  desir¬ 
able  to  close  the  school  till  after  the  holidays.  It  was  closed 
from  the  10th  December  to  the  10th  January.  The  four  class 
rooms  were  fumigated,  and  the  floors  and  desks  washed  with 
disinfectants.  The  Sanitary  Authority  have  declared  that 
for  the  future  these  cases  are  to  be  removed  by  the  Officials  of 
the  Council,  and  not  left  to  the  Medical  attendants.  It  is  im¬ 
portant  that  the  Isolation  Hospital  should  be  in  telephone 
connection  with  the  district,  as  it  would  facilitate  the  early 
removal  of  these  cases.  Swabs  from  the  throats  of  several 
of  these  cases  were  sent  to  the  County  offices.  Positive 
results  were  returned  in  some  cases  and  negative  in  others. 
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ENTERIC  FEVER. 

There  were  8  cases  of  Enteric  Fever  notified  during  the 
year,  and  no  deaths,  affecting  6  houses.  Three  of  these  cases 
were  sent  to  the  Hospital  and  the  other  5  were  Isolated  at 
home.  The  first  case  notified  in  the  Sawley  Road  in  January, 
a  child  of  nine  years  of  age.  The  cause  of  the  outbreak  in 
this  case  could  not  be  ascertained,  as  there  was  no  unsanitary 
or  other  condition  found.  Some  blood  had  been  sent  to  the 
County  offices  for  examination  for  the  vidal  reaction.  The 
result  was  positive. 

The  next  case  was  notified  on  January  21st,  at  13,  Cobden 
Street.  A  boy  20  years  of  age.  He  was  removed  to  the 
Derby  Infirmary.  No  definite  cause  could  be  traced  in  this 
case. 

The  third  case  was  notified  on  1st  October,  in  58,  Lower 
Brook  Street.  A  boy  12  years  of  age.  No  unsanitary  condi¬ 
tions  were  found  in  this  case.  He  was  Isolated  at  home. 

The  fourth  case  was  reported  on  11th  October.  A  woman 
32  years  of  age,  at  72,  Wellington  Street.  No  unsanitary 
conditions.  Isolated  at  home. 

The  fifth  case  was  notified  on  8th  November,  at  22, 
Cavendish  Road.  A  girl  8  years  of  age.  On  enquiry  it  was 
found  that  the  girl  had  eaten  a  large  quantity  of  mussels  and  had 
been  in  the  habit  of  eating  them  regularly.  Her  father  died 
of  Typhoid  Fever.  She  was  Isolated  at  home. 

The  sixth  case  was  notified  on  7th  December,  at  17, 
Walton  Street.  A  married  woman,  43  years  of  age.  She 
was  attending  to  a  daughter  of  her's  that  died  14  days  before, 
who  was  supposed  to  be  suffering  from  Pneumonia,  but  pro¬ 
bably  died  of  Enteric,  and  she  seems  to  have  caught  the 
infection  from  her.  Her  husband  also  got  Enteric,  and  a  son, 
so  that  there  were  three  cases  in  this  house.  The  mother 
was  Isolated  at  home,  and  the  father  and  son  were  sent  to 
the  Derby  Infirmary. 
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ERYSIPELAS. 

There  were  8  cases  of  Erysipelas  reported  during  the 
year  against  11  last  year.  These  cases  occurred  mostly  in 
old  people,  and  were  not  in  connection  with  any  infection  and 
require  no  special  mention  here. 


PUERPERAL  FEVER. 

There  were  no  cases  of  this  disease  notified  during  the 
year.  The  following  is  the  record  for  the  last  10  years : 

Puerperal  l'.lOO  1901  1902  1903  1904  1905  1906  1907  1908  1909 

Fever  ..0  0  0  100  1  000 

From  this  table  it  will  be  seen  there  has  been  only  two 
cases  notified  in  10  years,  which  is  a  most  satisfactory  return, 
as  Puerperal  Fever  is  a  most  infectious  and  dangerous  disease 
when  found  amongst  the  practice  of  midwives  in  any  district. 
As  there  must  be  an  intimate  relation  between  the  administra¬ 
tion  of  the  Midwife’s  Act,  1902,  and  this  disease,  this  is 
probably  the  most  convenient  place  to  discuss  the  local 
working  of  the  Act. 

There  are  only  4  certified  midwifes  who  notified  their 
intention  to  practice  in  this  District  during  1909  : 


Name. 

Address. 

Certilie  No. 

Annie  Mary  Ashby 

Union  Street 

No.  839 

Emma  Hood 

7,  St.  James’  Terrace 

No.  997 

Elizabeth  York 

Waverley  Street 

No.  1217 

Mary  Ann  Plackett 

Kirkwhite  Avenue 

No.  997 

Mrs.  Plackett,  on  the  report  of  the  Supervising  Midwife 
for  the  County  (Miss  Green)  has  been  removed  from  the 
register,  and  has  sent  in  word  that  she  does  not  intend 
practising  in  the  District  for  the  future. 


The  following  is  a  short  report  of  the  work  done  by 
the  Long  Eaton  Midwives  during  the  year  1909  : 


ANNIE  MARY  ASHBY,  Certified  No.  839. 

Was  visited  by  Miss  Green  on  three  different  occasions 
during  the  year,  and  from  her  report,  she  found  everything 
in  a  satisfactory  Condition.  The  record  of  her  work  for 
the  year,  as  sent  to  the  head  office,  is  as  follows  : 


No  of  cases  attended  during  the  year  104 

,,  of  children  breast  fed  -  -  94 

,,  ,,  bottle  fed  -  -  6 

,,  of  still  births  -  3 

,,  of  deaths  of  child  before  10th  day  1 

,,  of  cases  requiring  medical  help  7 

,,  of  deaths  under  one  year  of  age  0 

,,  of  cases  of  puerperal  fever  -  0 


This  is  a  very  satisfactory  report,  especially  the  high 
percentage  of  cases  of  babies  breast  fed. 


EMMA  HOOD,  Certified  No.  4123. 

Was  visited  three  times  during  the  year.  Her  equip¬ 
ment  and  other  accessories  were  inspected  and  found  satis¬ 
factory.  The  following  record  of  her  work  has  been  sent  to 


head  office  :  — 

No.  of  cases  attended  during  the  year  21 
,,  of  children  breast  fed  -  -  21 

,,  of  cases  requiring  medical  help  -  1 

No.  of  cases  of  Puerperal  Fever  -  0 

,,  of  deaths  of  child  before  10th  day  0 

,,  of  deaths  under  1  year  of  age  -  0 

,,  of  still  births  -  0 


The  breast  fed  babies  in  her  practice  number  100  percent. 
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ELIZABETH  YORK.  Certified  No.  4123. 

Her  work  was  found  on  inspection  satisfactory.  The 
following  particulars  of  her  work  have  been  given  : 


Number  of  cases  attended  -  -  64 

,,  of  children  breast  fed  -  -  63 

,,  of  children  bottle  fed  -  -  2 

,,  of  still-births  ...  l 

,,  of  miscarriages  ...  l 

,•  of  deaths  before  10th  day  -  0 

,,  of  deaths  under  1  year  -  -  0 

,,  of  cases  requiring  medical  help  6 


MARY  ANN  PLACKETT,  Certified  No.  997. 

Number  of  cases  attended  to  June  9th,  1909  -  39 

No  further  particulars  received. 

That  there  has  been  no  cases  of  Puerperal  Fever  notified 
in  the  practice  of  these  Midwives  speaks  very  highly  for  the 
care  and  supervision  of  the  County  authorities  who  have  the 
administration  of  this  Act  under  their  control.  I  am  indebted 
to  Miss  Green,  of  Derby,  for  the  above  particulars.  Her 
visits  to  our  district  has  been  with  regard  to  the  inspection  of 
Midwives’  bags,  registers,  clothing,  disinfectants  and  general 
condition  of  their  homes.  Most  of  them  proved  to  be  satis¬ 
factory.  The  fact  that  these  three  Midwives  called  in 
Medical  help  in  14  difficult  cases  shows  that  they  understand 
the  requirements  of  the  rules,  and  also  for  notifying  these 
cases.  It  is  also  satisfactory  to  record  that  no  cases  of 
inflamation  of  the  eyes  of  babies  were  notified,  which  is  one 
of  the  commonest  causes  of  blindness  in  young  children. 


THE  CONTROL  OF  PULMONARY  TUBERCULOSIS. 

The  Council  have  this  year  adopted  a  voluntary  system 
of  notification.  11  cases  have  been  reported  by  Medical 
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practitioners.  It  is  to  be  regretted  that  no  means  of  Sana¬ 
torium  treatment  is  provided  in  the  district.  The  mere 
notification  of  the  cases  will  in  itself  do  no  good.  Wc  must 
be  prepared  to  visit  and  give  advice  by  printed  and  verbal 
instruction,  as  to  the  importance  of  the  patient  being  in  a 
separate  bedroom,  and  as  to  infectiousness  of  the  expectora¬ 
tion.  These  cases  were  visited  and  advise  given,  the  room 
disinfected.  Such  notification  to  imply  a  visit  of  a  sanitary 
official,  and  a  fee  should  be  paid  the  same  as  for  other 
Infectious  diseases.  The  Council  reserving  the  right  to  dis¬ 
allow  second  notifications,  and  cases  so  far  advanced  as  to  be 
near  death.  Such  notices  are  useless.  Disinfection  is  done 
in  all  cases  notified,  or  after  removal  of  a  patient,  or  after 
death.  The  deaths  are  known  from  the  weekly  returns. 

The  following  table  shows  the  occupations  of  patients 
notified  during  the  year  : 


2  School  Ajie. 


•">  Housewife. 


1  Striker. 


1  !  Cobbler. 


1  Lacemaker. 


1  J  Midland  Kailway  Hmplos . 


11  Total. 
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NOTIFICATION  OF  CONSUMPTION. 

Age 

Duration  of  Cough  ? 
Instruction  to  Patient  ? 


Patient 
Address 

Occu  patiou 
Dr. 

How  long  ill  ? 

Type  of  house  ? 

No  of  inmates  ? 

Condition  of  house  ? 

Window  ventilation  ? 

Has  patient  a  separate  bed  ? 

How  long  resident  in  house  ? 

Previous  address  of  patient  ? 

Any  previous  case  in  house  or  family  ? 

Remarks 

Visits 

Disinfection 


Present  health  of  household  ? 

Has  any  one  in  family  died  of  con 
sumption  ? 

Any  methods  of  disinfecting  prac 
ticed  ? 

Milk  supply  ? 

Water  supply  ? 

Drainage  ? 

Closets  ? 

Ashpit  ? 

Nuisances  ? 


The  infection  may  be  slow,  but  on  the  other  hand  the 
germ  can  be  easily  recognised  under  the  microscope,  and 
knowing  its  habits  and  mode  of  propagation  we  are  in  a  better 
condition  to  combat  its  spread  by  letting  fresh  air  and  sunlight 
into  the  dark  places  of  our  town.  The  patients  must  be  taught 
to  use  spittoons  and  pocket  flasks  for  their  infective  sputum, 
and  where  possible  must  be  isolated  in  sanatoriums  both  for 
their  own  and  their  families  sake.  The  death-rate  from 
Phthisis  for  the  year  was  0‘9. 


The  following  table  shows  the  trades  of  patients  dying  of 
Phthisis  during  1909  : — 

FEMALES. 


I  Iousewi  ves. 

5 

Spinsters. 

Dressmakers. 

School  Age. 

Total. 

3 

1 

1 

10 

MALI'S. 


1 

1 

Publican. 

Iron  Turner. 

;$ 

Lacemaker. 

2 

School  Age. 

1 

( Hub  Caretaker. 

1 

Lace  Manufacturer. 

9 

Total. 

There  is  no  provision  made  for  the  treatment  of  Phthisis 
within  the  District.  Patients  are  sometimes  sent  to  the 
Mansfield  Sanatorium. 

In  order  to  obviate  any  difficulty  which  might  arise  over 
diagnosis,  the  presence  of  Tubercle  Bacill  in  the  sputum  as 
determined  by  Bacteriological  Examination  is  the  basis  of 
such  notification.  For  such  examination  the  County  Council 
provides  at  its  laboratory  facilities  free  of  charge  to  all 
practitioners. 


SMOKE  NUISANCES. 

Observations  have  been  made  as  to  the  nuisance  arising 
from  the  emission  of  black  smoke  from  factory  chimneys  and 


locomotives. 

The  number  of  occasions  black  smoke  was 

observed  to  be  emitted  was  53 

The  number  of  chimneys  observed  to  be  emit¬ 
ting  black  smoke  in  such  quantities  as  to 
be  a  nuisance  (including  6  locomotives)  -  24 

Number  of  letters  sent  -----  10 

,,  of  Notices  issued  13 

,,  of  Verbal  Cautions  24 

Chimneys  improved  -----  2 

Steam  jets  fitted  to  boiler  fireplaces  -  -  3 


There  has  been  a  great  improvement  with  regard  to 
smoke  abatement  during  the  year,  and  it  is  pleasing  to  record 
that  your  own  Authority  have  taken  practical  measures  at  the 
Electric  Light  Station  by  fixing  during  the  year,  the  Bennes 
improved  smokeless,  coking  stoker  to  one  Lancashire  boiler. 

This  has  made  a  considerable  improvement  in  the 
amount  of  smoke  emitted,  and  it  is  hoped  that  the  two 
remaining  boilers  will  be  shortly  fitted  with  this  apparatus 
for  abating  the  smoke  nuisance,  thereby  saving  fuel  and 
setting  an  example  to  owners  of  other  Factories  in  the 
district. 

The  West  End  Mills  Co.,  Ltd.,  have  fitted  their  two 
boilers  with  the  Pillatt  Patent  “  Perfect  combustion  cham¬ 
ber,”  and  Messrs.  S.  J.  Claye,  Ltd.,  have  also  fitted  two 
boilers  with  the  same  apparatus,  and  are  contemplating 
fitting  their  two  remaining  boilers  with  this  apparatus,  which 
is  most  efficient  in  the  prevention  of  smoke,  besides  which,  a 
great  saving  is  made,  and  an  inferior  quality  of  coal  can  be 
used. 

The  makers  of  this  apparatus  guarantee  that  the  saving 
in  fuel  in  one  year  will  pay  for  the  cost  of  the  apparatus. 


COMMON  LODGING  HOUSES. 

The  two  Lodging  Houses,  at  Upper  Brook  Street  and 
New  Street,  have  been  inspected  on  55  occasions  during  the 
year. 

In  February,  last  year,  your  Committee  cautioned  the 
keeper  of  the  Upper  Brook  Street  Lodging  House  for  not 
reporting  a  case  of  illness  which  afterwards  proved  to  be 
Enteric  Fever. 

Several  cases  of  illness  have  since  been  reported,  but 
none  were  of  an  infectious  character. 


A  great  difficulty  has  been  experienced  in  obtaining  a 
suitable  deputy  for  this  house,  which  is  registered  for  20 
persons  including  the  deputies.  The  owner,  however,  has 
promised  to  further  improve  this  house,  and  it  is  hoped  that 
after  the  alterations  have  been  carried  out  the  difficulty  will 
be  overcome. 

At  Upper  Brook  Street  several  old  bedsteads  and 
mattresses  have  been  removed  and  the  sleeping  accommoda¬ 
tion  reduced  from  5  to  4  persons  per  bedroom. 

The  New  Street  House  (for  men  only),  which  is  leased 
and  sublet  by  your  Committee,  has  been  well  patronised 
during  the  year. 

8,745  lodgers  were  accommodated  at  the  New  Street 
Lodging  House,  and  6,089  at  Upper  Brook  Street,  giving  a 
weekly  average  for  both  houses  of  285,  and  a  total  for  the 
year  of  14,834. 


SLAUGHTER-HOUSES. 

There  are  8  licensed  slaughter-houses  in  use  in  the 
district  ;  during  the  year  227  visits  have  been  made,  both 
during  the  day  and  in  the  evening  when  slaughtering  is  in 
progress. 

It  was  found  necessary  to  draw  the  occupier’s  attention  in 
three  instances,  to  the  non-removal  of  offal,  and  in  another 
instance  to  the  provision  of  two  additional  offal  tins  with  lids. 

Three  requests  have  been  received  to  examine  carcases 
at  the  slaughter-houses,  and  in  one  instance,  where  the 
carcase  was  affected  with  tuberculosis,  the  whole  of  the 
internal  organs  and  5  stones  of  meat  (70!bs.)  were  destroyed. 

The  plucks  of  several  sheep  and  pigs,  also  beasts’  livers 
and  lungs,  etc.,  were  found  upon  inspection  at  the  slaughter¬ 
houses  to  be  diseased  or  unsound,  and  they  were  voluntarily 
surrendered  by  the  butchers  and  destroyed. 
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The  slaughter-houses  in  the  district  are  exceedingly  well 
kept.  They  are  limewashed  more  frequently  than  required 
by  the  bye-laws,  and  in  no  instance  during  the  year  was  it 
found  necessary  to  call  the  occupier’s  attention  to  want  of 
either  limewashing  or  cleansing. 

The  meat  slaughtered  in  Long  Eaton  is  of  excellent 
quality,  and  during  the  three  years  of  my  appointment  I  have 
never  found  a  carcase  of  poor  quality  in  any  of  our  slaughter¬ 
houses. 

The  slaughtering  accommodation  in  the  town  is  very 
inadequate,  and  a  large  amount  of  meat  is  brought  into  the 
town  that  is  slaughtered  in  adjoining  districts  where  there  is 
neither  supervision  nor  bye-laws.  Two  persons  were 
cautioned  for  slaughtering  on  unlicensed  premises. 


UNSOUND  FOOD. 

The  following  quantities  have  been  seized  or  voluntarily 
surrendered  as  unsound  : — 

50  lbs.  Halibut.  5  lbs.  Tomatoes. 

60  lbs.  Haddock  (6  boxes).  Half-leg  Mutton. 

60  Mackerel.  1  Cockerel. 

8  lbs.  Shrimps  and  Prawns. 

Most  of  this  food  was  rejected  or  wasted  for  lack  of  good 
management  between  the  wholesale  man  and  the  retailer,  the 
variations  in  the  weather  conditions  being  responsible  for  the 
state  of  the  food. 

DAIRIES  AND  MILKSHOPS. 

At  the  commencement  of  the  year  there  were  20  Regis¬ 
tered  Premises,  4  have  been  added  and  4  taken  off,  leaving  20 
now  on  the  Register,  which  are  as  follows  : 

Dairies  -  -  -  -  11 

Milkshops  where  Milk  is  sold  amongst 

other  goods  -  3 

Purveyors  who  do  not  store  milk  -  6 


53  inspections  have  been  made,  and  three  verbal  requests 
given  where  contraventions  have  been  found.  The  following 
improvements  have  been  effected  : — 

Dairies  improved  -  -  -  2 

Dairies  limewashed  -  -  -  3 

Drains  removed  from  Dairy  -  1 

One  person  was  cautioned  for  selling  milk  in  a  shop 
amongst  other  goods  and  for  not  having  the  premises  Regis¬ 
tered  as  required.  As  the  premises  were  not  suitable  for  the 
sale  of  milk  the  selling  of  milk  was  discontinued  at  my 
request. 


BAKEHOUSES. 

No.  on  Register,  1909  -  13 

,,  of  Bakehouses  unoccupied  -  3 

,,  of  Visits  -  -  -  43 

Notices  sent  to  Lime  wash  -  -  3 

Bakehouses  Cleansed  by  verbal  requests  8 
Additional  Window  and  Ventilation 

provided  for  Bakehouses  -  -  1 

Roof  repaired  1 


At  one  bakehouse  it  was  found  that  pig  food  was  cooked 
in  the  ovens  after  baking. 

A  letter  stating  that  the  cooking  of  pig  food  in  the  bake¬ 
house  ovens  must  be  discontinued  was  sent  to  the  occupier, 
and  the  same  was  complied  with. 

COWSHEDS. 

There  are  eight  persons  Registered  as  Cowkeepers  in  the 
district.  During  the  year  61  visits  have  been  made,  and  the 


various  improvements  have  been  effected  : 

Additional  ventilation  provided  -  -  4 

,,  windows  provided  -  -  -  4 

Drainage  improved  -  -  -  -  2 

Yards  filled  up  -----  2 


Lofts  removed  from  inside  of  Cowsheds  - 
Pigstyes  removed  from  near  to  Cowsheds 
Cowsheds  limewashed  - 


2 

1 

6 

1 

3 

8 

8 


Dirty  condition  of  Cowsheds  cleansed  - 
Manure  removed  from  Sheds 


Number  of  letters  sent  re  defects,  etc.  - 
,,  of  verbal  requests  - 


In  November  last  I  reported  to  your  Committee  upon  an 
unregistered  Cowshed. 

The  occupier  has  improved  the  conditions  of  the  interior 
of  the  shed,  but  no  structural  alterations  have  been  made 
owing  to  the  land  and  premises  having  been  sold. 

It  is  very  probable  that  the  keeping  of  cows  will  be  dis¬ 
continued  in  the  near  future  at  this  shed,  and  on  this  under¬ 
standing  the  tenant  has  been  allowed  to  occupy  the  shed 
until  the  new  owner  takes  possession. 

One  complaint  was  received  from  a  purveyor  of  milk  as 
to  the  dirty  condition  of  the  milk  sent  to  him  from  a  dairy 
outside  the  district.  The  dairy  was  visited  and  the  cow- 
keeper  sending  the  milk  was  cautioned. 

In  one  instance  a  complaint  was  sent  to  the  County  Food 
and  Drugs  Inspector  as  to  a  retailer  of  milk  calling  “  Fresh 
milk  ”  and  "  Milk  Id.  per  pint.” 

A  sample  was  procured,  which  proved  to  be  adulterated 
skimmed  milk,  and  the  vendor  was  fined  £ 5  and  costs. 


OFFENSIVE  TRADES. 


One  application  was  received  for  permission  to  carry  on 
the  trade  of  a  tripe  boiler  under  sec.  112  of  the  Public  Health 
Act,  1875,  and  consent  was  given,  subject  to  the  conditions 
mentioned  in  the  application,  for  one  year. 

There  is  only  one  other  offensive  trade  carried  on  in  the 
district  tripe  dressing  and  the  preparation  of  sausage  skins. 
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Both  places  have  been  regularly  inspected  and  found  in  a 
satisfactory  condition. 

HOUSING  OF  THE  WORKING  CLASSES 

ACT,  1890. 

During  the  year  four  houses  were  reported  to  your 
Committee  as  being  in  such  a  condition  as  to  be  unfit  for 
human  habitation,  and  were  situated  as  follows  : 

Nos.  54  and  56,  New  Tythe  Street. 

House,  Trent  Lock. 

No.  18,  Holme  Street. 

In  each  instance  the  work  specified  in  the  notices  has 
been  executed  and  the  houses  made  fit  for  habitation. 


WELLS. 

During  the  year  special  attention  has  been  directed  to 
the  houses  that  are  supplied  with  water  from  private  wells, 
and  47  samples  have  been  taken  from  37  wells. 

25  samples  were  tested  by  your  Medical  Officer  of 
Health,  and  22  were  submitted  to  the  County  Analyst  at 
Derby. 

In  only  two  instances  was  the  water  found  to  be  satis¬ 
factory  and  safe  for  drinking  purposes. 

32  of  the  wells  have  been  closed  and  town  water  laid  on 
to  55  houses. 

The  owners  of  the  remaining  condemned  wells  have 
consented  to  lay  the  town  water  on. 

In  only  one  instance  was  it  necessary  to  take  out  a 
summons  for  not  complying  with  the  notice  to  provide  a 
proper  and  sufficient  water  supply,  and  this  was  withdrawn 
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upon  the  owner  consenting  to  execute  the  necessary  work 
and  pay  the  costs  involved  in  taking  out  the  summons,  etc. 

There  are  about  30  wells  remaining  in  the  town  part  of 
the  district,  and  it  is  intended  to  take  samples  from  each  of 
these  during  1910. 


LONG  EATON  WAKES. 

The  dwelling  vans  occupying  the  Recreation  Ground  at 
the  Wakes  were  visited  and  inspected,  and  particulars  were 
obtained  concerning  the  occupants,  the  state  of  their  health, 
and  the  previous  town  or  place  visited. 

At  the  first  Wakes  there  were  33  vans,  inhabited  by  34 
men,  33  women,  and  23  children  ;  and  at  the  second  47  vans, 
inhabited  by  52  men,  48  women,  and  31  children. 

All  the  vans  were  found  to  be  clean,  and  no  case  of 
illness  was  reported. 

The  total  number  of  persons  and  caravans  occupying  the 
ground  this  year  was  in  excess  of  the  numbers  for  the  two 
previous  years. 

The  sanitary  accommodation  is  sufficient,  and  the  w.c.’s 
and  urinals  were  cleansed  daily. 


PRIVIES  AND  MIDDENS. 

There  are  now  29  privies  and  middens  in  the  district,  22 
of  which  are  in  the  outlying  district,  where  there  are  no 
sewers  or  public  water  supply,  leaving  only  7  in  the  town. 


LEGAL  PROCEEDINGS,  1909. 

It  was  found  necessary  in  one  instance  to  issue  a  sum¬ 
mons  against  the  owner  of  a  polluted  well,  but  the  same  was 
withdrawn,  after  the  summons  had  been  served,  the  owner 
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undertaking  to  lay  the  town  water  on  to  his  property  and  to 
pay  the  costs  of  the  summons,  etc. 


A.  B  CHAMBERS,  M.D., 


Medical  Officer  of  Health. 
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FACTORY  &  WORKSHOP  ACT,  1901. 

Section  132  of  this  Act  is  as  follows: — The  Medical 
Officer  of  Health  of  every  District  Council  shall,  in  his 
Annual  Report  to  them,  report  specifically  of  the  administra¬ 
tion  of  the  Act  in  Workshops  and  Workplaces,  and  he  shall 
send  a  copy  of  his  Annual  Report,  or  so  much  of  it  as  deals 
with  the  subject,  to  the  Secretary  of  State. 

References  were  received  from  H.M.  Inspector,  and 
after  being  dealt  with,  a  report  to  this  effect  was  forwarded 
to  him. 

These  references  are  set  out  below  in  detail 


ANNUA L  REPORT 

OF  THE 

MEDICAL  OFFICER  OF  HEALTH, 

FOR  THE  YEAR  1909, 

For  the  URBAN  DISTRICT  of  LONG  EATON,  DERBYSHIRE, 

on  the  administration  of  the  Factory  &  Workshop  Act, 

1901,  in  connection  with 

FACTORIES,  WORKSHOPS,  LAUNDRIES, 
WORKPLACES  AND  HOMEWORK. 


1.  INSPECTION. 

Including  inspections  made  by  Sanitary  Inspectors  or  Inspectors  of 


N  uisances 


N umber  of 

Premises.  T 

Ins 

in 

pections. 

(2) 

Written 

Notices. 

(3) 

Prosecutions 

(4) 

Factories  (including 

Factory  Laundries) 

70 

8 

Workshops  ., 

Workshop 

171 

18 

Workplaces  (other 
premises  include 
Report) 

than  Outworkers’ 
d  in  Part  ;5  of  this 

Total 

‘244 

2G 

2 


DEFECTS  FOUND 


Particulars. 


(1) 


Suisimcex  iiihlei •  the  Public  Health  Acts:  * 


Want  of  cleanliness 

Want  of  ventilation 

Overcrowding 

Want  of  drainage  of  floors 

Other  nuisances 


t  Sanitary 

Accommodation 


|  Insufficient 
Unsuitable  or  Defective 
(  Not  Separate  for  Sexes 


Offett ces  iiiu/er  the  Factory  and  Workshop  Act  :  - 

Illegal  occupation  of  underground  bakehouse 
Breach  of  Special  Sanitary  requirements  for 
bakehouses 

Failure  as  regards  lists  of  outworkers 


N  umber  of  I  )efect  s 


. ,  ,  It e m i 

I,ol"ul  died 
(2)  (3) 


Heft'd 

to 


II  M.I 

14) 


No.  of 
Prose¬ 
cu¬ 
tions. 


(5) 


•2  [  -2  &  2- 

i  i  a  2 


21)  *21) 

5  !  o 

47  47 

*2  *2 


F 

/  I  + 

.a.  |  r 


li 
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Other  offences 


Total 


87  !  87 

/A 

Hi — 

*  Including  those  specified  in  sections  ‘2.  3,  7  and  8,  of  the  Factory  and  Work¬ 
shop  Act  as  remediable  under  the  Public  Health  Acts. 

i  For  districts  not  in  London  state  here  whether  section  *2*2  of  the  Public 
Health  Acts  Amendment  Act.  181)0,  has  been  adopted  by  the  District  Council; 
and  if  so  what  standard  of  sufficiency  and  suitability  of  sanitary  accommodation 
for  persons  employed  in  factories  and  workshops  has  been  enforced. 

)  4  defects  outstanding  at  the  time  of  the  last  Annual  Report  have  been 
remedied  and  placed  in  column. 
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HOME  WORK 


4.  REGISTERED  WORKSHOPS. 


\\  orkshops  Oil  the  liegister  (s.  131)  at  I  lie  end  of  tile  year. 

(I' 


N  umbel 
(•2) 


Bakehouses  . . 

14 

Dressmakers 

13 

Boot  makers  and  Repairers 

1 1 

Milliners 

10 

Tailors 

7 

Joiners  and  Cabinet-makers 

-) 

Lace-mending 

5 

Cycle  Makers  and  Repairers 

3 

Various 

31 

Total 

Oil 

5.  OTHER  MATTERS. 

Class 

(1) 

N  umber 

C2) 

Matters  notified  to  11. M.  Inspectors  of  factories: 

Failure  to  affix  Abstract  of  the  Factory  and  Workshop  Act 

4 

A'-tiun  t.ikrn  in  matters  refer-  j  Notified  by  II. M.  Inspector 
red  b\  H.M.  Inspector  as  ' 

remediable  under  the  Public  -  „  . 

Health  Acts,  but  not  under  Reports  (or  action  taken)  sent 

tie  Factory  \*  Workshop  Act  1  to  H.M.  Inspector 

s 

8 

Other 

Underground  Bakehouses  :  — 

Certificates  granted  during  the  year  . . 

In  use  at  the  end  of  the  year  . . 

•20 

FACTORY  AND  WORKSHOPS  ACT,  1901. 


At  the  beginning  of  the  year  there  were  89  Workshops 
(excluding  Bakehouses)  on  the  Register. 

During  the  year,  9  have  been  added  and  13  removed, 
giving  a  total  of  85  on  the  Register  at  the  end  of  1909. 

131  Inspections  have  been  made  to  Workshops  during 
1909,  and  it  was  necessary  in  18  cases  to  send  written  notices 
for  contraventions  of  the  Acts. 

70  Inspections  have  been  made  to  Factories  and  8  written 
notices  sent  for  sanitary  defects. 

The  following  improvements  have  been  effected  during 
the  year  with  regard  to  Factories  and  Workshops  :  — 

Foul  and  obstructive  w.c.’s  and  urinals  cleansed-  21 
Pail  closets  repaired  and  limewashed  -  -  -  11 

Additional  w.c.’s  built-  -----  8 

Foul  and  obstructive  drains  7 

Pail  closets  converted  to  w.c.’s  6 

W.c.’s  repaired  -------  5 

Urinals  repaired  and  provided  with  flushing 

apparatus  -------  4 

Yards  repaved  and  repaired  3 

Absence  of  separate  accommodation  for  the  sexes  2 
Absence  of  w.c.  accommodation  -  -  -  2 

Defective  drains  repaired  -----  2 

Urinals  reconstructed  -----  2 

Additional  light  and  ventilation  provided  -  -  1 
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WORKSHOPS. 


The  following  is  an  analysis  of  the  Workshops  on  the 
Register.  31st  December.  1909  : 


Bakehouses  -----  14 

Dressmakers  -  -  -  -  -  13 

Bootmakers  and  Repairers  -  -  11 

Milliners  ------  10 

Tailors  ------  7 

Joiners  ------  5 

Lacemending  -----  5 

Cyclemakers  and  Repairers  -  -  4 

Furniture  Upholsterers  and  Repairers  *3 

Lace  Machines  Inside  hands  -  -  3 

Picture  Framers  -  3 

Plumbers  ------  3 

Masons  ------  2 

Saddlers  -------  2 

Tripe-dressers  -----  2 

Wheelwrights  and  Carriage-builders-  2 

Basket-  maker  -----  1 

Card-puncher  -----  1 

Girders  and  Bridges  -  1 

Gingerbread  Maker  -  1 

Lace-machine  Fitter  -  1 

Monumentalist  -----  1 

Musical  Instrument  Repairer  -  -  1 

Painter  ------  1 

Signal  Repairer  -----  1 

Tinsmith  ------  1 

0 

Total  99 


/ 
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OUT- WORKERS. 

39  Lists  of  Out-workers  have  been  sent  in  during  the 
last  year,  containing  the  names  and  addresses  of  53  persons, 
where  work  is  done  at  home. 

13  Lists  have  been  received  from  other  Councils  of  Out¬ 
workers  residing  in  Long  Eaton,  and  19  Lists  have  been  sent 
to  other  Councils  of  Out-workers  residing  in  their  districts. 

66  visits  have  been  made  to  these  premises.  In  one 
instance  a  case  of  Diphtheria  occurred  and  the  work  was 
immediately  stopped  until  14  days  after  the  premises  had 
been  disinfected. 

In  one  instance  admittance  was  refused  to  Nurse  Milne 
to  inspect  an  Out- worker’s  premises  ;  this  house  was  subse¬ 
quently  visited  by  the  Sanitary  Inspector  and  the  occupier 
cautioned  ;  the  premises  were  found  in  a  clean  and  sanitary 
condition. 

In  five  instances  sanitary  defects  were  found,  and  these 
have  been  remedied,  and  it  is  very  satisfactory  to  record  that 
in  no  instance  was  work  done  in  a  dirty  or  unwholesome 
room. 


A. 


B.  CHAMBERS,  M.D., 


Medical  Officer  of  Health. 
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Surveyor's  Department. 


SCAVENGING. 

The  Scavenging  of  the  Town  is  carried  out  in  an  excel¬ 
lent  manner,  and  the  adoption  of  picking  up  horse  droppings 
and  other  refuse  in  the  main  streets  has  tended  to  make  the 
streets  of  Long  Eaton  compare  very  favourably  with  those  of 
many  other  Towns. 


BRIDGES  AND  OTHER  IMPROVEMENTS. 

The  Local  Government  Board  have  held  enquiries  into 
the  proposed  construction  of  a  new  Bridge,  50  feet  in  width, 
over  the  Canal,  Sawley  Road,  at  a  cost  of  £4,800,  and  the 
widening  and  improvement  of  the  Bridge  over  the  Canal, 
Derby  Road,  at  a  cost  of  £"800.  Also  the  provision  of  Public 
Conveniences  for  males  and  females  in  the  open  space  at  the 
junction  of  Derby  Road  and  Nottingham  Road,  at  a  cost  of 
£l,000,  and  the  necessary  sanction  has  now  been  given  for 
these  works.  The  present  accommodation  at  the  position  at 
which  it  is  intended  to  erect  the  Public  Conveniences  is 
altogether  inadequate  and  unsuitable  for  the  number  of 
people  using  these  roads,  and  these  Conveniences  should  be 
put  in  hand  at  once. 

The  Twitched  Improvement  and  the  abolition  of  the 
insanitary  houses  thereon  is  arranged  as  far  as  Gibb  Street, 
and  the  Council  are  in  negotiation  with  the  owner  of  the 
adjoining  property  to  carry  the  improvement  through  to 
Orchard  Street. 

The  King's  Ground  is  being  drained  and  laid  out  by  the 
employment  of  direct  labour  under  the  supervision  of  the 
Surveyor. 
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The  Council  are  now  also  negotiating  for  the  purchase  of 
the  Recreation  Ground  at  a  cost  af  .£12,000,  and  containing 
about  12  acres,  and  application  has  already  been  made  to  the 
Local  Government  Board  to  sanction  this  purchase. 

SEWAGE  DISPOSAL  WORKS. 

Three  Circular  Filters,  each  100  feet  in  diameter  and  six 
feet  in  depth,  have  already  been  constructed,  and  a  fourth  is 
in  progress  which  it  is  hoped  will  be  completed  within  the 
next  few  months.  The  sewage  is  distributed  over  the  whole 
area  of  these  filters  by  revolving  sprinklers. 


The  effluent  from  these  new  filter  beds  is  quite  satisfac¬ 
tory,  as  shown  by  the  following  Reports  of  the  County 
Medical  Officer  of  Health,  viz.  : 


Positon  on 

Quarterly 

No.  of 

Do. 

Do. 

Return  of 

Effluents 

Satisfac¬ 

Unsatisfac¬ 

Effluents. 

taken. 

tory. 

tory. 

Long 

Eaton. 

March, 

1908. 

47 

51 

1  to  26 

27  to  51 

9  9 

June, 

9  9 

44 

45 

1  ,,  31 

32  ,,  44 

9  9 

Sept., 

9  9 

45 

59 

1  „  29 

30  ,,  51 

9  9 

Dec., 

9  9 

58 

72 

1  „  41 

42  „  72 

9  9 

March, 

1909. 

29 

40 

1  ,,  29 

30  ,,  40 

9  9 

June, 

9  9 

No  Return. 

9  * 

Sept., 

9  9 

6 

76 

1  „  57 

58  ,,  76 

9  9 

Dec., 

9  9 

15 

52 

1  „  43 

44  „  52 

This  and  other  improvements  are  the  result  of  consider¬ 
able  structural  alterations  to  the  precipitating  tanks. 


The  present  method  of  dealing  with  the  sludge  from 
these  tanks  by  gravitation  instead  of  the  old  system  of  chain 
pumping  for  the  sludge  pressing  plant  has  removed  the 
greatest  source  of  nuisance  from  these  works. 

The  works  have  been  inspected  on  several  occasions  by 
the  Committee  and  also  by  members  of  the  Council,  who 
have  expressed,  by  resolution,  their  opinion  that  the  works 
generally  are  now  in  a  very  satisfactory  condition. 


The  extensions  at  these  works  have  been  carried  out 
from  plans  prepared  by  and  under  the  supervision  of  the 
Surveyor  to  the  Council,  the  scheme  having  been  submitted 
to  and  approved  of  by  the  Council  some  years  ago.  The  cost 
of  such  extensions  has  been  provided  out  of  the  rates,  and  by 
adopting  a  direct  system  of  labour  the  cost  has  been  spread 
over  a  considerable  period. 

The  manner  in  which  the  sewage  effluent  from  the 
precipitation  tanks  is  distributed  over  the  circular  filters  is  an 
excellent  arrangement,  and  by  the  method  adopted  the  tank 
effluent  is  maintained  at  the  specific  height  necessary  to 
operate  the  revolving  sprinklers  which  rotate  in  a  very  satis¬ 
factory  manner. 

The  scheme,  when  completed,  will  provide  more  than 
sufficient  percolating  filter  beds  for  the  present  requirements 
of  the  town,  but  should  the  population  increase  at  the  rate  of 
some  few  years  ago,  further  beds  will  be  required,  and  which 
can  easily  be  provided  by  an  extension  of  the  works  in  hand 
and  those  recently  carried  out. 


TOWN  WATER  SUPPLY. 

A  sample  of  this  water  was  submitted  to  Prof.  Percy 
Frankland.  F.R.S.,  The  University,  Birmingham,  on  the  13th 
January,  1910,  and  he  reports  that  “  The  water  is  chemically 
of  a  high  degree  of  purity  and  of  excellent  quality  for  drinking, 
although  undesirably  hard  for  washing  and  steam  purposes.” 

The  quantity  of  water  consumed  daily  in  the  area  is 
300,000  gallons. 


FRANK  WORRALL, 


Surveyor. 


Observations  were  not  in  general  taken  during  tlie  vacation,  hence  for  some  of  the  months  of  the  year  no  record  exists. 


1!  \  I  N  FA  IX. 


Total 

G reatest 
Kaint'a 

daily 

11. 

N  u  m  her 

lilO'.l. 

depth 

in 

of 

Raining 

inches. 

1  >e  |  >  1 1 1 . 

Date. 

Days. 

February  . 

■4.H 

•21  ins. 

10th 

0 

March 

•2-20 

47 

31st 

21 

May  ..  . 

l  -58 

*07 

24th 

!l 

June  . . 

2  12 

•ji 

23  rd 

1  1 

July  ..  . 

200 

•30 

loth 

1  1 

October 

:i  35 

•S3 

23  rd 

23 

November  . 

•08 

•18 

27  th 

1  4 

December  . 

3  83 

*05 

2nd 

10 

( )bservations 

were  not  in 

general  taken 

during  the 

vacation 

some 

>f  tlie  month 

s  of  the  year 

no  records 

exist. 

We  are  indebted  to  C.  V.  Temperley,  Esq.,  of  Trent 
College,  for  the  above  observation  tables. 


74 


Derbyshire  Education  Committee. 


MEDICAL  INSPECTION  of  SCHOOLS. 


Second  Annual  Report 


OF  THE 

SCHOOL  MEDICAL  OFFICER 

—  OF  THE  — 

LONG  EATON  URBAN  DISTRICT 


For  the  Year  1909. 


A.  B.  CHAMBERS.  M.D., 

M.O.H.,  S.M.O. 


January,  1910. 


SCHOOLS. 


In  November,  1908,  the  Local  Government  Board  issued 
a  memorandum  on  the  Annual  Reports  of  Medical  Officers  of 
Health.  Amongst  the  headings  concerning  which  the  Board 
desires  to  receive  information  is  the  following  : 


PUBLIC  ELEMENTARY  SCHOOLS:  Sanitary  Con¬ 
dition  of;  Water  Supply  ;  action  taken  with  regard  to  Health 
of  Scholars,  and  for  preventing  the  spread  of  infectious 
diseases  ;  and  where  the  Medical  Officer  of  Health  is  also  the 
School  Medical  Officer  the  Annual  Report  should  be  issued 
together  with  his  Annual  Report  on  the  health  of  the  District. 

Proceeding  on  the  lines  indicated  by  the  Board  of 
Education,  the  first  matter  to  be  considered  is 


THE  SANITARY  CONDITIONS  OF 
THE  SCHOOLS, 

or  a  general  review  of  the  hygienic  conditions  of  the  schools 
in  respect  of  such  matters  as  surroundings,  ventilation,  light¬ 
ing,  warming,  equipment,  and  sanitation.  Observations  on 
the  type  and  condition  of  sanitary  conveniences.  Water 
supply  for  washing  and  drinking  purposes.  The  cleanliness 
of  schoolrooms  and  arrangements  for  drying  children's  clothes. 

During  1908  I  presented  detailed  reports  on  the  sanitary 
conditions  of  the  following  schools  : 

Derby  Road  Council. 

High  Street  ,, 

Sawley  Road 
Wellington  St.  ,, 

Church  of  England. 

Of  these  5  schools  at  least  4  are  more  or  less  modern 
buildings,  containing  an  enrolment  of  3282  children,  erected 
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on  suitable  sights.  In  these  schools  adequate  ventilation  can 
be  obtained  with  care  on  the  part  of  the  teachers.  Lighting, 
warming,  and  equipment  and  sanitation  are  provided  for,  and 
these  buildings  have  all  good  playgrounds.  The  Church  of 
England  School  is  an  older  school,  and  is  in  a  much  less 
satisfactory  condition,  especially  with  regard  to  ventilation. 
Sometimes  the  means  of  ventilation  provided  is  not  made  use 
of ;  sufficient  window  space  should  be  kept  open  to  keep 
the  air  pure,  the  schoolroom  should  be  regularly  flushed  by 
throwing  open  all  the  doors  and  windows  for  one  minute,  and 
on  warm  days  as  many  classes  should  be  held  in  the  play¬ 
ground  as  possible. 


ARRANGEMENTS  FOR  MEDICAL  INSPECTION. 


The  arrangements  for  medical  inspection  in  1909  were 
the  same  as  for  1908.  This  year  only  children  who  have 
reached  5  years  of  age  during  the  school  year  will  be 
examined  as  entrants,  and  children  leaving  at  13. 


NUMBER  OF  CHILDREN  EXAMINED 
IN  LONG  EATON,  1909. 


High  St.  Infants,  Examined  Males,  126  ;  Females,  119  245 

,,  ,,  Boys,  aged  13,  Examined,  39  -  -  -  -  39 

,,  ,,  Girls,  ,,  „  22  -  -  -  -  22 

Total  .....  306 

Sawley  Rd.  Infants,  Examined  Males,  84  ;  Females,  93  177 

,,  ,,  Mixed,  ,,  —  ,,  70;  ,,  58  128 


Total 


305 


Church 

of  England. 

Infants, 

Examined 

Males, 

97  ; 

Females,  91 

- 

- 

- 

- 

188 

Church 

of  England. 

Mixed, 

Examined 

Males, 

19  : 

Females,  21 

- 

- 

- 

- 

40 

Total 

- 

- 

- 

228 

Derby  Rd.  Infants,  Examined 

Males,  88  ; 

Females, 

105 

193 

,,  Boys, 

,,  113 

- 

- 

113 

«  1 

,,  Girls, 

j  * 

- 

78 

78 

Total 

- 

.  . 

384 

High  Street  Council  School 
Sawley  Road  Council  School 
Church  of  England  - 
Derby  Road  Council  School 


306 

305 

228 

384 


Total  Examined 
Total  Enrolment 


1223 

3282 
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DERBY  ROAD  SCHOOLS. 

Infants. 

Date  March  4th,  1909.  Enrolment  321. 

No.  of  Class  Rooms  5.  Other  rooms,  2  Cloak,  1  Teachers. 


No.  of 
Room. 

Length 

ft. 

Breadth 

ft. 

Area. 

No.  of 
Scholars 

A  rea  of 
windows 

Area  of 
wimlows 
and  vents, 
openings. 

"Type  of 
Window 

If  open 
Fi  re¬ 
place. 

1 

28 

2*2 

ok; 

00 

IS!) 

87 

Sash  A 

No. 

*2 

28 

2110 

Oil 

40 

203 

85$ 

Swing 

I)o 

No. 

;i 

l'.l  1 

22 

420 

3!) 

100.J 

0!^ 

Do. 

No. 

4 

25 

24  1 

000 

5(> 

2205 

101 

l)o. 

No. 

5 

25  "2 

22 

5-53 

55 

124 

m 

Do. 

No. 

Rooms  should  ho  lettered  M.  II,  (i,  I,  as  used  by  mixed,  hoys,  girls,  or  infants,  and  num¬ 
bered  ],  g,  :i,  etc.,  the  smaller  numbers  being  used  for  the  higher  classes. 

’  Hopper,  Sash,  or  Swing.  In  measuring  Hoppers  the  actual  open  space  is  required. 


VENTILATION. 

Is  cross  ventilation  in  existence  ?  Yes.  Partially. 

Are  there  a  sufficient  number  of  hopper  windows  opening  for  con¬ 
tinuous  ventilators  ?  Yes. 

What  other  ventilators  are  there  ?  Tobin’s  lubes  and  roof  ventilators. 

Are  there  sufficient  openings  for  flushing  the  rooms  with  air  during 
playtime  ?  Yes. 

Do  any  of  teachers  complain  of  the  stuffiness  of  the  School  ?  No. 
HEATING. 

How  heated  P  Hot  water  pipes. 

If  sufficient  ?  Yes. 

No.  of  days  temperature  below  50°  F.  Nine. 

No.  of  days  temperature  above  70°  F.  Nine. 

Remarks  on  temperature  chart.  Taken  twice  daily.  9  a.rn.  and  2  p.m. 
LIGHTING. 

Is  lighting  sufficient  ?  Yes. 

Do  children  sit  in  their  own  light  ?  No. 

Do  any  of  teachers  complain  of  the  lighting  ?  No, 


DESKS.  Dual. 


FLOORS. 

Nature  of  and  suitability  of  cleansing.  Boarded  Tongued  and  grooved 

IS  ANY  PART  DAMP?  No. 

CLOAKROOMS. 

Sufficiency  of  pegs.  Not  sufficient  Passage  used  for  Cloakrooms. 
Distance  of  pegs  apart,  10  in.  Too  close 

How  ventilated.  Two  Windows.  Distance  of  Rows  apart.  -Ik  ft. 
If  heated.  Fes.  Hot  water  pipes. 

LAVATORIES. 

No.  of  basins,  A  not  sufficient. 

Is  tap  water  laid  on  ?  Yes. 

Are  basins  trapped  and  disconnected  ?  Fes. 

CLOSET  ACCOMMODATION. 

No.  for  I.  5  closets  and  urinal.  1  Teachers 
Type  of  closet.  Pedestal. 

If  w.c.'s,  how  flushed,  and  how  often  ?  Automatic.  2  daily. 

WATER  SUPPLY. 

Source  of  water.  Town. 

If  any  suspicion  as  to  its  purity.  No. 

Sufficiency  of  water  supply.  Yes. 

PLAYGROUND. 

Surface.  Asphalt  Good  repair.  Clean. 

Drainage.  Good. 


DERBY  ROAD  SCHOOLS. 
Boys. 


Date  March  4th,  1909.  Enrolment  406. 

No.  of  Class  Rooms  8.  Other  room,  3  Cloak  Rooms. 


-  1 

°  s 

zk  : 

Length. 

ft. 

Bread  tli 
ft. 

Ark  a. 

No.  of 
Scholars 

A  rea  of 
windows 

Area  of 
w  inrlows 
and  vents 
openings. 

‘Type  of 
Window 

If  open 
Fire¬ 
place. 

i 

29-9 

22 

654 

50 

2424  ft. 

137|  ft. 

Sash  <fe 

Yes. 

Swing 

9 

29  St 

22 

654 

52 

2424 

137J 

Do. 

Yes. 

3 

25-5 

23  G 

597 

50 

123 

562 

Do. 

Yes. 

4 

25-5 

23  G 

597 

54 

123 

562 

Do. 

Yes. 

5 

29 -6 

22 

649 

54 

240 

107J 

Do. 

Yes. 

6 

29 -6 

22 

649 

55 

240 

107J 

Do. 

Yes. 

7 

28  TO 

27  3 

765 

62 

226 

984 

Do. 

Yes. 

8  I 

28  10 

23  G 

678 

44 

123 

52 

Yes. 

Rooms  should  be  lettered  M,  B,  (i,  I,  as  used  by  mixed,  boys,  gir’s,  o*  infants,  and 
numbered  1.  ‘2,  3,  etc.,  the  smaller  numbers  being  used  for  the  higher  classes. 

'  Hopper,  Sash,  or  Swing.  In  measuring  Hoppers  the  actual  «  pen  space  is  required. 


VENTILATION. 

Is  cross  ventilation  in  existence  ?  Partial. 

Are  there  a  sufficient  number  of  hopper  windows  opening  for  con¬ 
tinuous  ventilators  ?  Fes. 

What  other  ventilators  are  there  ?  Three  in  roof. 

Are  there  sufficient  openings  for  flushing  the  rooms  with  air  during 
playtime  ?  Fes. 

Do  any  of  teachers  complain  of  the  stuffiness  of  the  School  ?  No, 
HEATING. 

How  heated.  Hot  water  pipes  and  open  fireplaces. 

If  sufficient.  Yes. 

No.  of  days  temperature  below  50°  F.  Nine. 

No.  of  days  temperature  above  70°  F.  Nine. 

Remarks  on  temperature  chart.  Average  .5  7. 

LIGHTING. 

Is  lighting  sufficient  ?  Yes. 

Do  children  sit  in  their  own  light  ?  No. 

Do  any  of  teachers  complain  of  the  lighting  ?  No. 


SI 


DESKS.  Dual  desks  used 
FLOORS. 

Nature  of  and  suitability  for  cleansing.  Block  wood  Suitable  foi 
cleaning.  Washed  twice  yearly 

IS  ANY  PART  DAMP  ?  No 

CLOAKROOMS. 

Sufficiency  of  pegs.  Fes. 

Distance  of  pegs  apart.  7  in  Too  close. 

How  ventilated.  4  windows  and  2  doors  Distance  of  rows  apart.  4  ft. 
If  heated.  Yes  Hoi  water  pipes 

LAVATORIES. 

No.  of  basins.  3.  Towels  2.  Not  sufficient. 

Is  tap  water  laid  on  ?  Fes. 

Are  basins  trapped  and  disconnected?  Yes. 

CLOSET  ACCOMMODATION. 

No.  for  B.  6  closets.  1  teachers. 

Type  of  closet.  Pedestal. 

If  w.c.'s,  how  flushed,  and  how  often  ?  Automatic.  2  daily. 

WATER  SUPPLY. 

Source  of  water.  Town. 

If  any  suspicion  as  to  its  purity.  No. 

Sufficiency  of  water  supply.  Fes, 

PLAYGROUND. 


Surface.  Asphalt.  Clean  and  good  repair. 
Drainage.  Good. 


DERBY  ROAD  SCHOOLS. 

Girls. 

March  4th,  1909.  Enrolment,  326. 

No.  of  Class  Rooms.  7. 

Other  rooms,  2  Cloak  Rooms  and  1  Teachers. 


No.  of 
Room. 

Length 

ft. 

Breadth 

ft. 

A  mi. 

No.  of 
Scholars 

j  A  rea  of 
windows 

Area  of 
windows 
and  vents, 
openings. 

*  T  \  pe  of 
Window 

If  open 
Fire¬ 
place. 

Sasl: 

1 

16-9 

22 

8681 

19 

io«i 

40 

and 

Swing 

No 

2 

22  4 

22 

492 

48 

1051 

40 

Do. 

No. 

3 

2:4 

25 

575 

49 

*2*2*2 :t 

Do. 

No. 

4 

18-9 

22 

412* 

85 

166£ 

09^ 

Do. 

No 

5 

28 

22 

616 

58 

200 

881 

Do. 

No. 

0 

19 

22 

418 

89 

iflflj 

f>9{ 

Do. 

No. 

7 

28 

22 

616 

38 

270 

123 

l)o. 

No. 

Rooms  should  ho  lettered  M,  I!,  G,  I,  as  used  by  mixed,  hoys,  girls,  or  infants,  and 
numbered  1  2,  3,  ele.,  the  smaller  numbers  being  used  for  the  Idgiior  classes. 

w  Hopper,  Sash,  or  Swing.  In  measuring  Hoppers  the  actual  open  space  is  required. 


VENTILATION. 

Is  cross  ventilation  in  existence  ?  Yes,  in  some  of  the  rooms. 

Are  there  a  sufficient  number  of  hopper  windows  opening  for  continuous 
ventilators  ?  Yes. 

What  other  ventilators  are  there?  Tobin’s  tubes  in  each  room  and  roof 
vents. 

Are  there  sufficient  openings  for  flushing  the  rooms  with  air  during 
playtime  ?  Yes. 

X)o  any  of  teachers  complain  of  stuffiness  of  the  School.  No. 
HEATING. 

How  heated.  Hot  water  pipes. 

If  sufficient.  Yes. 

No.  of  days  temperature  below  50°  F.  None. 

No.  of  days  temperature  above  70°  F.  None. 

Remarks  on  temperature  chart.  Average  5S.  Taken  9  a.m.  and  2  p.m. 

LIGHTING. 

Is  lighting  sufficient?  Yes. 

Do  children  sit  in  their  own  light  ?  No. 

Do  any  of  teachers  complain  of  the  lighting  ?  No. 


,N.> 


DESKS.  Dual  desks  used  in  rooms 

FLOORS. 

Nature  of  and  suitability  for  cleansing.  Hoarded.  Tongued  and 
grooved  Yes. 

IS  ANY  PART  DAMP  ?  No 
CLOAKROOMS. 

Sufficiency  of  pegs.  No.  Two  passages  used  as  cloakrooms. 

Distance  of  pegs  apart.  10  in.  and  7  in.  Too  close 

How  ventilated.  -  windows  Distance  of  Rows  apart,  d.k  Jt. 

If  heated.  Yes.  Hot  water  pipes. 

LAVATORIES. 

No.  of  basins.  6.  Not  enough  1  towel.  Not  su/jicient. 

Is  tap  water  laid  on  ?  Yes. 

Are  basins  trapped  and  disconnected  ?  Yes. 

CLOSET  ACCOMMODATION. 

No.  for  G.  12  closets.  2  teachers. 

Type  of  closet.  Pedestal. 

If  w.c.'s,  how  flushed,  and  how  often  ?  Automatic.  Twice  a  day  (clean) 

WATER  SUPPLY. 

Source  of  water.  Town 

If  any  suspicion  as  to  its  purity.  Yes. 

Sufficiency  of  water  supply  ?  Yes. 

PLAYGROUND. 

Surface.  Asphalt.  Clean  and  in  good  repair. 

Drainage.  Good. 


WELLINGTON 
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STREET  (TEMPORARY). 


1  Mixed.  2  Boys  I  Girls. 


Date  February  9th,  1909. 
No.  of  Class  Rooms  4. 


Enrolment  165. 
Other  rooms,  2  Cloak  Rooms. 


!  O  s 

1  6  o 
25  P5 

Length. 

ft. 

Breadth 

ft. 

Area.  I 

No.  of 
Scholars 

Area  of 
windows 

Area  of 
windows 
ind  vents, 
openings. 

’Type  ol 
Window 

If  open 
Fire¬ 
place. 

1 

G 

23 

26 

598 

42 

3384  ft. 

1731 

Swing 

and 

Yes. 

2 

G 

23 

20 

460 

40 

24  H 

131  4 

Hopper. 

Do. 

Yes. 

B 

23 

20 

460 

33 

24  U 

1 314 

Do. 

Yes. 

4 

M 

23 

26 

598 

38 

338£ 

173  1 

Do. 

Yes. 

Rooms  should  ho  lettered  M,  B,  G,  I,  as  used  by  mixed,  boys,  girls,  or  infants,  and 
numbered  1,  2,  3,  etc.,  the  smaller  numbers  being  used  for  the  higher  classes. 

*  Hopper,  Sash,  or  Swing.  In  measuring  Hoppers  the  actual  open  space  is  required. 


VENTILATION. 

Is  cross  ventilation  in  existence  ?  Key. 

Are  there  a  sufficient  number  of  hopper  windows  opening  for  con¬ 
tinuous  ventilators  ?  Yes. 

What  other  ventilators  are  there  ?  Louvre  in  the  roof,  3  sq.  feet. 

Are  there  sufficient  openings  for  flushing  the  rooms  with  air  during 
playtime  P  Yes. 

Do  any  of  teachers  complain  of  the  stuffiness  of  the  School  ?  No.  The 
ventilation  is  perfect. 

HEATING. 

How  heated.  Open  fireplace. 

If  sufficient  ?  Yes. 

No.  of  days  temperature  below  50°  F.  None. 

No.  of  days  temperature  above  70°  F.  None. 

Remarks  on  temperature  chart.  Average  5S. 

LIGHTING. 

Is  lighting  sufficient  ?  Yes.  Beautifully  lighted. 

Do  children  sit  in  their  own  light  ?  No. 

Do  any  of  the  teachers  complain  of  lighting  ?  No.  Except  there  are  no 
blinds  to  the  windows. 


DESKS.  Dual.  Pattern,  up-to-date. 
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FLOORS. 

Nature  of  and  suitability  for  cleansing.  Wood.  Tongued  and  grooved. 

IS  ANY  PART  DAMP  ?  No.  There  is  defective  roof  in  Class  I.  The 
rain  conics  in 

CLOAKROOMS. 

Sufficiency  of  pegs.  Yes.  132. 

Distance  of  pegs  apart.  J  in  They  are  too  close.  Ought  to  he  12  in. 

How  ventilated.  By  window  and  louvre  in  roof.  Distance  of  rows 
apart.  3  fi¬ 
ll  heated.  Yes,  by  grid  at  hack  oj  fireplace. 

LAVATORIES.  Two 

No.  of  basins.  One  long  one  with  two  taps,  and  a  small  one. 

Is  tap  water  laid  on  ?  Yes. 

Are  basins  trapped  and  disconnected  ? 

CLOSET  ACCOMMODATION. 

No.  for  B  and  G.  Three  for  boys  Four  for  girls.  Girls  ought  to 
ha\-c  one  more. 

Type  of  closet.  Pedestal. 

If  w.c.'s,  how  flushed,  and  how  often  ?  Hand  flushed  when  used. 
Separate  cistern  for  each  pedestal. 

WATER  SUPPLY. 

Source  of  Water.  Town 

If  any  suspicion  as  to  its  purity.  No. 

Sufficient  of  water  supply.  There  are  no  drinking  tajis  except  those  in 
the  lavatories. 

PLAYGROUND. 


Surface.  Loose  cinders. 
Drainage.  In  area,  into  sewers. 
If  insufficient  give  area.  No. 


SAWLEY  ROAD  SCHOOL. 


Mixed. 

Date  March  8th,  1909.  Enrolment  458. 

No.  of  Class  Rooms  9. 

Other  rooms,  2  Cloak,  1  Teachers. 


*4-4 

Length, 

Breadth 

A  REA. 

No.  of 

A  rea  of 

Area  of 
windows 

‘  Type  of 

If  open 

7  J 

ft. 

ft. 

Scholar.-, 

windows 

and  vents, 

Window 

Fire¬ 

openings. 

place. 

Sasli 

1 

30 

22 

660 

41 

1824 

and 

Swing. 

No. 

24 

21 

504 

51 

134!* 

671 

Do. 

No. 

3 

2(1 

18 

468 

49 

1343 

671 

Do. 

No. 

4 

20 

18 

468 

47 

134*’ 

671 

Do. 

No. 

5 

24 

18 

432 

47 

105  j 

523 

Do. 

N  0. 

6 

24 

18 

432 

52 

1053 

521 

Do. 

No. 

7 

24 

18 

432 

43 

1053 

521 

Do. 

No. 

8 

24 

18 

432 

39 

134* 

67.1 

Do. 

No. 

9 

24 

18 

432 

41  ! 

1343 

671 

Do. 

No. 

Rooms  should  hr  lot  torn!  Al,  B,  (1,  I,  as  used  by  mixed,  hoys,  girls,  or  infants,  and 
numbered  1,  *2,  3,  etc.,  the  smaller  numbers  being  used  for  the  higher  classes. 

*  Ilopper,  Sash,  or  Swing.  In  measuring  Hoppers  the  actual  open  space  is  required. 

VENTILATION. 

Is  cross  ventilation  in  existence  ?  Yes 
Are  there  a  sufficient  number  of  hopper 

windows  opening  for  continuous  ventilators  ?  Yes. 

What  other  ventilators  are  there  ?  Tobin’s  Tubes  (two  in  each  room), 

2  roof  vents. 

Are  there  sufficient  openings  for  Hushing 

the  rooms  with  air  during  playtime  ?  Yes- 
Do  any  of  teachers  complain  of  the  stuffiness  of  the  School  ?  No. 

HEATING. 

How  heated.  Hot  water  pipes. 

If  sufficient.  Yes. 

No.  of  days  temperature  below  50°  F.  None.  No.  of  days  temperature 
above  70°  None. 

Remarks  on  temperature  chart.  Average  temp.  54. 
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LIGHTING. 

Is  lighting  sufficient  ?  Yes  Except  in  No  S  if-  6,  obstructed  by 
buildings. 

Do  children  sit  in  their  own  light  ?  No. 

Do  any  of  teachers  complain  of  the  lighting  ?  No. 

DESKS.  Dual  desks  are  used  in  most  of  the  Class  Rooms. 

FLOORS. 

Nature  of  and  suitabilty  for  cleansing.  Wood  blocks.  Suitable  for 
cleaning. 

IS  ANY  PART  DAMP  ?  No. 

CLOAK  ROOMS. 

Sufficiency  of  pegs  ?  Yes. 

Distance  of  pegs  apart.  Tin.  &  12m.  (some  too  close.) 

How  ventilated.  Two  windows,  two  roof  vents.  Distance  of  rows  apart. 
4  feet. 

If  heated.  Yes.  Hot  water  pipes. 

LAVATORIES. 

No.  of  basins.  5.  one  for  every  SO.  Towels  2  (not  sufficient). 

Is  tap  water  laid  on  ?  I  Vs. 

Are  basins  trapped  and  disconnected  ?  IV s. 

CLOSET  ACCOMMODATION. 

No.  for  B.  5  u'.c.Vs'  and  1  for  teachers. 

Type  of  closet.  Pedestal 

If  w.c.’s,  how  flushed,  and  how  often  ?  Automatic.  Every  2  hours. 

(  clean  ). 

If  pail  closets,  how  often  emptied  ? 

If  midden,  state,  if  below  ground,  if  covered. 

Do.  how  often  scavenged. 

WATER  SUPPLY. 

Source  of  water.  Town. 

If  any  suspicion  as  to  its  purity.  No. 

If  analysed,  give  results. 

Sufficiency  of  water  supply.  1  Vs . 

PLAYGROUND. 

Surface.  Asphalt.  Clean. 

Drainage.  Good. 

If  insufficient,  give  area. 
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HIGH  STREET  COUNICL  SCHOOL. 

Infants . 

Date  April  2nd,  1509.  Enrolment  180. 

No.  of  Class  Rooms,  3.  Other  room,  1  cloak. 


U-4 

6  § 

Length. 

ft. 

Breadth 

ft. 

A  UK  A. 

No.  of 
Scholar."- 

A rea  of 
windows 

Area  of 
w  inflows 
and  voids, 
openings. 

*  l'  \  pe  of 
window. 

If  Oil'  ll 
Fire¬ 
place. 

1 

50 

•24 

1 200 

184 

201  ft. 

28  ft. 

Swing. 

N  o. 

0  in. 

7  in. 

2 

in  ft 

1!)  ft. 

887 

58 

82  ft. 

o  ft. 

Do 

No 

8  in. 

8  in. 

10  in. 

0  m. 

3 

22 

21 

402 

50 

128  ft. 

14  ft 

Do. 

No. 

0  in. 

3  in. 

I  looms  should  bo  1  ottered  M,  13.  (1,  I,  as  used  bv  mixed,  boys,  girls,  or  infants,  and 
numbered  1,  2.  .’3,  etc.,  the  smallest  nunib  -rs  being  used  for  tlx*  higher  classes. 

*  Hopper,  Sash,  or  Swing.  In  measuring  Hoppers  the  actual  open  space  is  required. 

VENTILATION. 

Is  cross-ventilation  in  existence  ?  .Vo  ;  not  sufficient  ventilation. 

Are  there  a  sufficient  number  of  hopper 

windows  opening  for  continous  ventilators  ?  /Vo. 

What  other  ventilators  are  there  ?  5  Tobin’s  tubes,  5  roof. 

Are  there  sufficient  openings  for  flushing 
the  rooms  with  air  during  playtime  ?  So. 

Do  any  of  teachers  complain  of  the  stuffiness  of  the  School  ?  Yes. 
HEATING. 

How  heated.  Hot  water. 

If  sufficient.  Yes. 

No.  of  days  temperature  below  50o  F.  Sone.  No  of  days  temperature 
above  70°  None. 

Remarks  on  temperature  chart.  From  56°  to  64° 

LIGHTING. 

Is  lighting  sufficient  ?  So. 

Do  children  sit  in  their  own  light  ?  Yes. 

Do  any  of  teaehers  complain  of  the  lighting  ?  Yes, 


DESKS.  Dual  and  Inn a. 

FLOORS. 

Nature  of  and  suitability  for  cleansing.  Wood  block,  very  clean. 

IS  ANY  PART  DAMP.  A o. 

CLOAK  ROOMS. 

Sufficiency  of  pegs.  Yes. 

Distance  of  pegs  apart.  10  in.  Too  close. 

How  ventilated.  Window  and  iloor.  Distance  of  rows  apart,  4ft. 
If  heated.  Hot  water  pipes, 

LAVATORIES.  No.  of  basins,  .5.  One  towel  ;  not  enough. 

Is  tap  water  laid  on  ?  So. 

Are  basins  trapped  and  disconnected  ?  Yes. 

CLOSET  ACCOMMODATION. 

No.  for  (G.  and  I.)  6. 

Type  of  closet.  Trough  closets. 

If  w.c.'s,  how  flushed,  and  how  often  ?  Automatic.  3  times  daily. 
WATER  SUPPLY. 

Source  of  water.  Town.  If  any  suspicion  as  to  its  purity.  No. 
Sufficiency  of  water  supply.  Yes. 

PLAYGROUND. 

Surface,  Asphalt,  clean. 

Drainage,  good. 

If  insufficient,  give  area. 


HIGH  STREET  SCHOOLS. 

Boys. 

Date  April  2nd,  1909.  Enrolment  192. 

No.  of  Class  Rooms,  4.  Other  rooms,  2  cloak. 


ki  25 

Length. 

ft. 

Breadth 

ft. 

Ark  a. 

No.  of 
Scholars 

A  rea  of 
windows 

A  n*a  nf 

win*  lows 
and  vents, 
openings- 

‘  Type  of 
Window 

If  open 
Fire¬ 
place. 

l 

36  ft. 

20 

725 

55 

185  ft. 

34  ft. 

Swing. 

No. 

(i  in. 

0  in. 

9  in 

■> 

27 

20 

540 

50 

104  ft 

30  ft. 

Do. 

No. 

9  in. 

3  in. 

3 

20 

IS 

360 

30 

90  ft. 

26  ft. 

Do. 

No. 

9  in. 

3  in. 

4 

20 

10 

3  SO 

3S 

90  ft. 

20  ft. 

Do. 

No. 

9  in. 

3  in. 

Rooms  should  ho  lettered  M,  II,  G,  I.  as  usocl  hv  mixed,  hoys.  girls,  or  infants,  and 
numbered  1.  l\  .1,  etc.,  the  smaller  numbers  being  used  for  the  higher  classes. 

'  Hopper.  Sash,  or  Swing,  In  measuring  Hoppers  the  actual  open  space  is  reipiired. 


VENTILATION. 

Is  cross-ventilation  in  existence  ?  No. 

Are  there  a  sufficient  number  of  hopper 

windows  opening  for  continuous  ventilators  ?  .Vo  hopper. 

What  other  ventilators  are  there  ?  Tobin’s  tube  a  id  roof. 

Are  there  sufficient  openings  for  flushing 

the  rooms  with  air  during  playtime  ?  IV*. 

Do  any  of  teachers  complain  of  the  stuffiness  of  the  School  ?  So. 
HEATING. 

How  heated.  Hot  water. 

If  sufficient.  IV*. 

No.  of  days  temperature  below  50°  F.  Sour.  No.  of  days  temperature 
above  70°  A  our. 

Remarks  on  temperature  chart.  From  .5d  to  6.5. 

LIGHTING. 

Is  lighting  sufficient  ?  IV*. 

Do  children  sit  in  their  own  light  ?  So. 

Do  any  of  teachers  complain  of  the  lighting  ?  So, 


DESKS.  Dual  and  long. 


<)| 


FLOORS. 

Nature  of  and  suitability  for  cleansing.  Boarded,  not  graved,  very 
clean. 

IS  ANY  PART  DAMP  ?  So. 

CLOAK  ROOMS. 

Sufficiency  of  pegs  ?  1  ex. 

Distance  of  pegs  apart.  9 ins. 

How  ventilated.  Door  and  window.  Distance  of  rows  apart.  4 ft. 

If  heated,  le.s. 

LAVATORIES. 

No.  of  basins.  2  ;  towels  1. 

Is  tap  water  laid  on  ?  Yes. 

Are  basins  trapped  and  disconnected  ?  Yes, 

CLOSET  ACCOMMODATION. 

No.  for  B,  4  trough,  1  teachers'  and  9ft  urinal. 

Type  of  closet.  Trough,  t  to  40  children. 

If  w.c.'s,  how  flushed,  and  how  often  ?  .?  times  daily. 

WATER  SUPPLY. 

Source  of  water.  Town. 

If  any  suspicion  as  to  its  purity.  So. 

Sufficiency  of  water  supply.  Yes. 

PLAYGROUND. 

Surface,  asphalt,  clean. 

Drainage,  good. 


SAWLEY  ROAD  SCHOOL. 

Infanst. 

Date  May  8th,  1909.  Enrolment  389. 

No.  of  Class  Rooms  6. 

Other  rooms,  2  cloak  ;  1  Teaehers. 


O  £ 

.  o 

Z  p: 

I  jengtl) . 

ft. 

Breadth 

ft. 

Ark  a. 

No.  of 
Scholars 

Area  of 
windows 

Area  of 
windows 
and  vent  s, 
openings. 

"Type  of 
Window 

I f  open 
Fire¬ 
place. 

i 

•24 

•21 

504 

60 

134:« 

67] 

Sash 

and 

No. 

2 

30 

22 

660 

66 

1824 

Swing. 

Do. 

No. 

3 

•23 

18 

414 

40 

1053 

523 

Do. 

No. 

4 

‘24 

18 

432 

43 

1343 

67] 

Do. 

No. 

5 

•24 

18 

432 

46 

1343 

67] 

Do. 

No. 

0 

41 

26 

1066 

33 

138] 

69 

Do. 

No. 

Rooms  should  ho  lettered  M.  B.  G,  I,  as  used  by  mixed,  boys,  girls,  or  infants,  and 
numbered  1,  2,  etc.,  the  smaller  numbers  being  used  for  the  higher  classes. 

*  Hopper,  Sash,  or  Swing.  In  measuring  Hoppers  the  actual  open  space  is  required. 


VENTILATION. 

Is  cross-ventilation  in  existence  ?  Yes. 

Are  there  a  sufficient  number  of  hopper  windows  opening  for  continuous 
ventilators  ?  Yes. 

What  other  ventilators  are  there  ?  Roof  and  Tobin’s  tubes. 

Are  there  sufficient  openings  for  flushing  the  rooms  with  air  during 
playtime  ?  Yes. 

Do  any  of  teachers  complain  of  the  stuffiness  of  the  School  ?  No. 
HEATING. 

How  heated.  Hot  water  pipes.  If  sufficient.  Yes. 

No.  of  days  temperature  below  50°  F.  None.  No.  of  days  temperature 
above  70°  None. 

Remarks  on  temperature  chart.  Average  54. 

LIGHTING. 

Is  lighting  sufficient  ?  Yes. 

Do  children  sit  in  their  own  light  ?  No. 

Do  any  of  teachers  complain  of  the  lighting  ?  No. 


DESKS.  Dual, 
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FLOORS. 

Nature  of  and  suitability  for  cleansing.  Wood  blocks. 

IS  ANY  PART  DAMP  ?  No. 

CLOAK  ROOMS. 

Sufficiency  of  pegs.  Not  sufficient. 

Distance  of  pegs  apart.  6in.  Too  close. 

How  ventilated.  3  windows,  1  door,  2  Tobin’s  tubes.  Distance  of  rows 
apart.  3  feet. 

If  heated.  Yes.  Hot  water  pipes. 

LAVATORIES. 

No.  of  basins,  5.  Towels  2.  Not  sufficient. 

Is  tap  water  laid  on  ?  Yes. 

Are  basins  trapped  and  disconnected  ? 

CLOSET  ACCOMMODATION. 

No.  for  G  and  I.  14  w.c.’s,  2  for  teachers. 

Type  of  closet.  Trough. 

If  w.c.'s,  how  flushed,  and  how  often  P  Every  two  hours. 

WATER  SUPPLY. 

Source  of  water.  Town. 

If  any  suspicion  as  to  its  purity.  No. 

Sufficiency  of  water  supply.  Efficient. 

PLAYGROUND. 


Surface.  Asphalt. 
Drainage.  Good. 
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HIGH  STREET  SCHOOL. 

Girls. 

Date  April,  1909. 

No.  of  Class  Rooms  4.  Other  room,  1  cloak. 


o  o 
is  K 

Length. 

ft. 

15  read  th 
ft. 

A  HEA. 

No.  of 
■scholars 

Area  of 
windows 

Area  of 
windows 
and  vents. 

openings. 

"Type  of 
Window 

If  open 
Fire¬ 
place.  | 

l 

:si 

20 

020 

03 

1  12  ft. 

0  in. 

42  ft. 

9  in. 

Swing. 

No. 

•j 

27 

20 

540 

30 

145  ft. 

0  in. 

23  ft. 

9  in. 

Do. 

No. 

•20 

l!l 

380 

48 

00  ft. 

0  in. 

*20  ft. 
in. 

Do. 

No. 

4 

•20 

18 

300 

37 

90  ft. 

9  in. 

2(5  ft. 
o  in. 

Do. 

No. 

Rooms  should  ho  lettered  M,  U,  G,  I.  as  used  by  mixed,  boys,  girls,  or  infants,  and 
numbered  1, 2,  ,'i,  etc.,  the  smaller  numbers  being  used  for  the  higher  classes. 

*  Hopper,  Sash,  or  Swing.  In  measuring  Hoppers  the  actual  open  space  is  required. 

VENTILATION. 

Is  cross-ventilation  in  existence  ?  No. 

Are  there  a  sufficient  number  of  hopper  windows  opening  for  continuous 
ventilators  P  Yes. 

What  other  ventilators  are  there  ?  Tobin’s  tubes  and  roof  ventilators. 
Are  there  sufficient  openings  for  flushing  the  rooms  with  air  during 
playtime  ?  Yes. 

Do  any  of  teachers  complain  of  the  stuffiness  of  the  School  ?  No. 
HEATING. 

How  heated.  Hot  water  pipes. 

If  sufficient.  Yes. 

No.  of  days  temperature  below  50°  F.  None.  No.  of  days  temperature 
above  70°  None. 

Remarks  on  temperature  chart.  Average  55  to  65. 

LIGHTING. 

Is  lighting  sufficient  ?  Yes. 

Do  children  sit  in  their  own  light  ?  No. 

Do  any  of  teachers  complain  or  the  lighting  ?  No. 


DESKS.  Dual  and  single. 


FLOORS. 

Nature  of  and  suitability  for  cleansing.  Boarded,  not  tongued  an 
groved,  dust,  etc  ,  in  splits. 

IS  ANY  PART  DAMP  ?  No. 

CLOAK  ROOMS.  Sufficiency  of  pegs  ?  Yes 
Distance  of  pegs  apart.  9  inches. 

How  ventilated.  Windows  and  door.  Distance  of  rows  apart,  4  feet. 
If  heated.  Yes,  hot  water  pipes. 

LAVATORIES.  No.  of  basins,  3, 

Is  tap  water  laid  on  ?  No.  (No  taps  fixed  over  lavatory  basins.) 

Are  basins  trapped  and  disconnected  ?  Yes. 

CLOSET  ACCOMMODATION.  No.  for  B,  G,  and  I.  6. 

Type  of  closet.  Trough. 

If  w.c.'s,  how  flushed,  and  how  often.  3  times  per  day. 

WATER  SUPPLY. 

Source  of  water.  Town. 

If  any  suspicion  as  to  its  purity.  No. 

PLAYGROUND. 

Surface.  Asphalt. 

Drainage.  Good. 

If  insufficient,  give  area.  Yes. 
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Percentages  ..  ..  ..1 

Totals  ..  .. 

SANITARY  DISTRICT, 

AND  DOCTOR. 

Long  Eaton  (Dp.  A.  B.  Chambers) 

<p 

! 

No. 

Examined. 

tO 

o 

Verminous. 

0  14 

Ringworm. 

© 

Other  Skin 

1  Hseases. 

CC 

1 

to 

Ci 

Defective 

Vision. 

l—* 

Defective 

Hearing. 

to 

1  w 

Ci 

Nasal  obstruction 
from  enlarged 
tonsils  &  adenoids. 

: 

Heart  Disease. 

; 

Phthisis. 

O  kZ  ; 

014 

H-* 

Other. 

£ 

cc'  7‘ 

0 

to 

cc 

to 

Deformaties. 

: 

j  St.  Vitus’  Dance. 

; 

Paralysis. 

to 

t— 1 

1—* 

i  01 

Dull  and 
Backwark. 

0 

0  fcjgj 

|E 

014 

j  r- 

Mentally 
|  Deficient. 

0 

1—* 

Epilepsy. 

-  1 

0 

cs  * 

Visited  by 

N  urse. 

73 

c 

3 

3 

JO 

-i 

*< 

o’ 

"1 


3* 

£ 

o 

3 

r+ 

3* 

co 

o 


so 

3 

C 

JO 

>1 

■< 

d 

n 

cr 

n 

c 

JO 

■i 

< 

s 

JO 

■t 

O 

3* 


lO 

o 

lO 


3 

m 

d 

O 

> 

r 

HH 

Z 

73 

d 

m 

o 

H 

>-H 

O 

z 

o 

d 

73 

O 

z 

o 

o 

r 

73 


Results  of  following  up  cases  other  than  verminous,  from  May,  1908,  to  March  31st,  1909. 
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lomps 
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Mood  ool 
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71 

- 

0) 

C/D 

71 

d 
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03 

x 
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»7 

71 

CJ 

d) 

r1 

- 

»o 

71 

— 

4-» 

X 

• 

Moquiu 

a 

P 

■looq.iy 

71 

iPrJ 

TO 

bJD 

71 

x 

Mood  004 
a'IIBUSU 

:  o|qnu<l 

71 

X 

c 

s 

0 

7-1 

71 

71 

71 

X 
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71 

CD 
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71 
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71 
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ro 

0 

T. 
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2J 
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71 

31 
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71 

0 

& 

71 
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71 

71 

rs 
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<D 

& 
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0) 
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01 
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CC 

S  Q 

X 

d 
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CD 
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Detailed  Statement  of  each  School  for  July,  August,  and 

September,  1909. 
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11 

High  Street 
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Obstruction. 


Medical  Inspection  of  Schools. 
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Medical  Inspection  of  Schools. 

Results  of  following  up  Cases  other  than  Verminous, 
from  June  to  September  30th,  1909. 


Vision  Cases. 

Tonsil 

adenoid 

and 

cases. 

SANITARY  DISTRICT 

AND  DOCTOR. 

Long  Eaton  (Dr.  A.  B.  Chambers) 

6 

Remedied  b\ 
Glasses 

"3  6 

—  V  o 

ZZ  Tj  > 

o  nz 

x  3  < 

o 

z 

5  z 

aJ  *r 
— 

3  c 

ry* 

'tf  ~  a3 

—  O  O 

-r 

x  S  < 

Totals 

i 

2 

i 

Percentages  . 

..  .. 

1 

500 

No.  of  Cases  of  Ringworm  found  at  the  Schools 

during  1909. 


SCHOOL. 

No. 

Head. 

Face.  Neck. 

Arm. 

Sawley  Road— Mixed 

1 

1 

,,  — Infants  . . 

6 

3 

2  1 

National— Mixed  . . 

4 

2 

2 

,,  -  Infants 

4 

2 

2 

High  Street — Boys 

1 

i 

.,  ,,  Girls 

1 

i 

,,  ,,  — Infants 

11 

3 

3  5 

Derby  Road — Boys 

2 

1 

1 

,,  ,,  -Girls 

3 

3 

„  ,,  — IufantB 

0 

1 

2  1 

2 

Wellington  Street 

o 

2 

. . 

Totals 

41 

HI 

14  9 

2 

From  this  Table  it  will  be  seen  that  the  High  Street  has 
the  largest  number  of  cases,  namely,  13;  National,  8; 
Sawley  Road,  7  ;  Derby  Road,  9  ;  Wellington  Street,  2. 
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The  following  Table  shows  the  No.  of  visits  and  No.  of 
Examinations  made  at  the  Sehools  during  1909,  by  Nurse 
Milne. 


schools. 

1909. 

No. 

Inspec¬ 

tions. 

No. 

Examined. 

No. 

Verminous 

No. 

Remedied. 

Derby  Rond  Hoys 

10 

3527 

..  ..  Girls 

1 1; 

3717 

07 

56 

,,  .,  --Infants 

k; 

3753 

3.5 

20 

National— Boys  . . 

. .  9 

139(5 

— Girls  .. 

8 

1142 

48 

30 

,,  — Infants 

8 

1031 

39 

30 

High  Street  Boys 

10 

1831 

..  -Girls 

8 

1-54  1 

54 

45 

,,  ,,  Infants 

9 

2073 

21 

10 

Sawley  Road-  Boys 

.  .!  8 

1753 

Girls 

8 

1807 

44 

32 

..  ,,  —  1  lifants  . . 

8 

2288 

35 

27 

Wellington  Street 

i2 

2079 

36 

33 

Totals 

. .  130 

27,941 

397 

307 

A.  B.  CHAMBERS,  M.D., 


Medical  Officer  of  Health. 
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URBAN  DISTRICT  OF  LONG  EATON. 


Report  of  the  Sanitary  Inspector 

For  tiik  Year  1909. 


Sanitary  Inspector's  Office, 

Market  Place,  Long  Eaton. 

February,  1910. 


To  the  Chairman  and  Members  of  the  Sanitary 

Committee. 


Gent lem en, 

I  have  the  honour  of  submitting  to  you,  my  third 
Annual  Report  as  Sanitary  Inspector  to  your  Council. 

COMPLAINTS. 

During  the  year  120  complaints  were  received  and 
investigated,  some  ol  these  related  to  sewers,  emptying  ash¬ 
pits,  etc.,  and  these  were  forwarded  to  the  Surveyor’s  De¬ 
partment,  some  were  the  result  of  private  disputes  or  matters 
that  could  not  be  dealt  with  officially,  and  a  few  were  found 
upon  investigation  to  be  groundless,  when  found  necessary 
steps  were  immediately  taken  to  deal  with  all  matters  com¬ 
plained  of. 
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NOTICES  SERVED. 

The  first  step  taken  when  sanitary  defects  are  not 
remediable  bv  verbal  instructions  is  the  serving  of  a  pre¬ 
liminary  notice,  or  a  letter. 

The  number  of  preliminary  notices  served  for  the  abate¬ 
ment  iif  Nuisances  and  other  matters  coming'  within  the 
scope  of  the  Public  Health  Acts  or  Bye-laws  was  140,  the 
number  of  letters  sent  176,  and  the  number  of  verbal  requests 
given  171,  only  17  statutory  notices  were  sent  at  the  instance 
of  your  Sanitary  Committee. 

It  is  very  gratifying  to  be  able  to  report  that  my  re¬ 
quests  for  the  carrying  out  of  sanitary  works,  involving  in 
many  instances  large  sums  of  money,  have  been  complied 
with,  without  the  unpleasant  task  of  resorting  to  legal 
proceedings  ;  only  in  one  instance  has  it  been  found  necess¬ 
ary  to  take  legal  proceedings  during  the  three  years  that  I 
have  discharged  the  duties  of  Sanitary  Inspector. 

The  following  summary  gives  in  a  concise  form,  the 
number  of  visits,  inspections  made  and  improvements  effect¬ 
ed  for  1909,  and  I  have  also  included  the  statistics  for  the 
two  previous  years. 


GENERAL  INSPECTION. 


No.  of  visits  to 


9  9 


9  9 


9  9  9  9 

J9  99 


9  9 


9  9 


9  9 


1907 

1908 

1909 

Slaughter-houses 

206 

200 

227 

Bake-houses 

33 

32 

43 

Workshops 

178 

127 

131 

Factories 

51 

66 

70 

Cowsheds 

31 

38 

61 

Dairies  and  Milkshops 

37 

45 

53 

Common  Lodging  Houses 

39 

64 

55 

Out-workers  premises  ... 

84 

65 

104 


1907 

1 908 

1909 

No.  of  visits  to  Cases  of  Infectious  disease 

228 

164 

151 

,,  Offensive  Trades  .. 

26 

22 

29 

,,  ,,  Canal  Boats 

41 

77 

84 

,,  ,,  Saturday  Markets 

50 

48 

47 

,,  ,,  C  arbide  and  Petrol  Stores 

45 

49 

45 

,,  ,,  Phthisis  Cases  ... 

— 

— 

49 

,,  ,,  Schools  ... 

— 

— 

41 

House  to  House  Inspections 

55 

55 

22 

Various  Visits  and  Inspections... 

2629 

2564 

2260 

Total  No.  of  Visits  and  Inspections 

5711 

5542 

5425 

SANITARY  WORK. 

Interior  of  Houses. 

1907 

1908 

1909 

Dirty  Houses  Limewashed  and 

Cleansed  ... 

10 

21 

1 5 

Floors  of  Houses  relaid  or  repaired 

8 

29 

52 

Dilapidated  Walls  and  Ceilings  Re- 

paired 

4 

7 

20 

Dilapidated  Windows  repaired  and 

made  to  open. 

> 

5 

6 

1 1 

Pantry  Floors  relaid  and  ventilation 

improved... 

1 

Exterior  of  Houses. 

1 907 

1 908 

1909 

Defective  Roofs  made  waterproof... 

1  1 

16 

14 

Rain  Water  down  pipes  disconnected 

from  drains 

— 

— 

2 

Defective  Favespouting  repaired  ... 

19 

25 

26 

Damp  Walls,  damp  courses  fixed  ... 

1 

1 

2 
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Yards  and  Outbuildings. 

1907 

1908 

1909 

Yards  and  Passages  repaved  or  re¬ 
paired 

59 

41 

55 

Washhouses  and  Dangerous  Out¬ 
buildings  repaired 

4 

23 

10 

Rainwater  Cisterns  repaired  or  re¬ 
constructed 

5 

Rainwater  Cisterns  Cleansed 

— 

— 

7 

Offensive  Accumulations  removed... 

13 

1  1 

24 

Drainage. 

Drains  Opened  and  Cleansed  from 
Obstruction 

44 

46 

54 

Defective  Drains  repaired... 

36 

19 

24 

New  Drains  provided 

114 

123 

107 

Glazed  Stoneware  Gullies  provided 
to  drains  ... 

79 

67 

95 

Defective  Soil  Pipes  and  Ventila¬ 
tion  Shafts  repaired  or  improved 

0 

26 

8 

Sink  Waste-pipes  disconnected  from 
drains 

8 

3 

5 

New  Sink  Wastes  provided,  others 
repaired  ... 

14 

27 

21 

New  Sinks  provided 

4 

1 1 

9 

Water  Closets. 

Additional  Water  Closets  provided 

1 

11 

6 

Defective  Joints  in  Pans,  Traps,  and 
Flushing  Pipes  repaired... 

9 

10 

6 

Foul  and  Obstructive  w.c.’s  cleansed 

13 

15 

29 

New  w.c.  Cisterns  provided,  others 
repaired  ... 

6 

7 

5 

Water  Closets  repaired 

3 

4 

8 

106 


W  ate r  Closets  provided  with  new 

1907 

1 90S 

1 909 

basins  and  traps  . 

Dirty  or  Foul  Water  Closets  cleansed 

3 

3 

0 

by  tenants  ... 

6 

3 

2 

Urinals. 

Urinals  cleansed  or  repaired... 

7 

14 

1 1 

Urinals  provided  with  Water  Supplv 

and  Flushing  Apparatus  ... 

7 

9 

4 

Urinals  Reconstructed 

3 

2 

3 

Privies  and  Pail  Closets. 

Offensive  Privies  &  Middens  converted 

to  w.c.'s 

6 

1 

2 

Offensive  Privies  &  Middens  abolished 

and  new  w.c.'s  erected 

5 

13 

4 

Offensive  Pail  Closets  converted  to 

w.c.'s 

6 

22 

21 

Offensive  Pail  Closets  abolished  and 

new  w.c.’s  erected 

5 

13 

13 

Privy  Middens  Converted  to  Pail 
Closets 

0 

1 

3 

Additional  Pail  Closets  erected 

6 

5 

2 

Pail  Closets  Reconstructed  ... 

18 

8 

0 

Privies  and  Pail  Closets  Repaired  and 
Lime-washed 

43 

50 

42 

Ashpits  and  Dust  Bins. 

Offensive  Ashpits  Abolished... 

47 

30 

36 

Sanitary  Dust  Bins  Provided  in  place 
of  above 

96 

72 

64 

107 


1907 

1 90S 

1 909 

Dust  Bins  Provided  in  place  of  dilapi¬ 

dated  boxes,  etc. 

123 

226 

101 

Keeping-  of  Animals  and  Manure. 

Nuisance  from  Pig  Keeping... 

10 

4 

4 

Animals  improperly  kept 

27 

29 

23 

Accumulations  of  Manure  Removed 
Manure  Pits  Repaired  or  Re-con-  - 

24 

IS 

13 

structed 

5 

1 

Overcrowding. 

k  ases  of  Overcrowding  dealt  with... 

7 

6 

5 

Water  Supply. 

Houses  w  ithout  Proper  Water  Supply, 

Taps  Out  of  Repair,  etc. 

Samples  of  Water  Taken  from  Private 

4 

Wells  . 

4 

1 5 

47 

Samples  of  Water  Tested  bv  M.O.H. 

4 

13 

25 

Ditto  Submitted  to  Countv  Analvst 

Houses  Provided  with  Town  Water 

0 

2 

22 

where  well  water  has  been  con¬ 
demned.  ... 

■> 

J 

12 

55 

Infectious  Disease. 

No.  of  Houses  Disinfected  after  In¬ 

fectious  Disease  ... 

54 

43 

47 

Houses  Lime-washed  and  Cleansed 

after  Infectious  Disease  ... 

31 

IS 

7 

Houses  Disinfected  after  Consump¬ 

tion 

0 

0 

19 

Houses  Lime-washed  and  Cleansed 
after  Consumption 

Number  of  Notices  sent  to  Schools 

0 

0 

2 

of  (  hildren  Suffering  from  In¬ 
fectious  Disease 

133 

17S 

87 

108 


1907  1908  1909 


Housing-  of  the  Working-  Classes  Act. 

Houses  Unfit  for  Human  Habitation 
(  losed  or  I m proved 


0 


Various. 


Smoke  Nuisances  dealt  w  ith 

,,  ,,  from  Locomotives, 

Ditto. 


55  61  41 


0  3  6 

12  0  16 

7.16  4 

18  17  10 


Caravans  Removed... 
Dangerous  Chimneys  Repaired 
Miscellaneous 


A  Quantity  of  Infected  Bedding,  etc.,  that  could  not  be 
properly  disinfected  after  Oiptheria  and  Consumption,  and 
also  several  dirtv  mattresses  from  the  Upper  Brook  Street 
Lodging  House,  have  been  removed  to  the  Sewage  Farm, 
and  destroyed. 

Registered  Premises,  Etc.,  and  Factory  and  Workshops' 


Acts. 


The  Reports  in  detail  of  the  work  done  in  reference  to 
Registered  Premises,  Etc.,  also  Workshops’  and  Factories, 
Etc.,  are  included  in  your  Medical  Officer’s  Report. 

Schools. 

A  Detail  Report  upon  the  sanitary  condition  of  the 
Flementarv  Schools,  together  with  sketch  plans  of  same, 
have  been  given  to  vour  Medical  Officer  of  Health  for  the 
purpose  of  completing  the  information  desired  with  regard 
to  the  Medical  Inspection  of  School  Children,  and  the  Sani- 
tarv  Condition  of  Schools,  etc. 

In  four  instances  urinals  have  been  improved  and 
drains  attended  to  upon  reporting  the  condition  of  the  same 
to  the  County  Surveyor  of  Schools, 
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Places  Where  Food  is  Prepared. 

1'lie  Restaurants  and  places  where  food  is  prepared 
have  been  inspected  during  the  year,  and  found  to  be  in 
good  condition,  and  no  complaint  was  found  with  regard  to 
any  of  the  places  visited. 

The  Saturday  Market  has  been  regularly  inspected.  In 
one  or  two  instances  vendors  have  been  cautioned  for  having 
small  quantities  of  unsound  food,  otherwise  the  food  sold  is 
of  verv  fair  quality. 

The  majority  of  the  food  sold  bv  the  stallholders  is 
bought  iii  the  Nottingham  and  Derby  Wholesale  Markets. 

Smoke  Machine. 

During  the  vear  your  Council  have  provided  a  Smoke 
Machine,  for  the  purpose  of  testing  drains. 

The  Machine  has  been  used  on  many  occasions,  and 
found  most  efficient  in  the  way  of  discovering  defects,  and 
without  which  it  would  have  been  impossible  to  detect  the 
same,  except  where  the  odours  arising  from  the  drains  had 
been  most  offensive. 

Trent  College  have  arranged  to  have  their  drainage 
system  tested  annually  with  the  machine,  and  to  pay  a  fee 
for  the  same,  in  order  that  they  may  have  a  certificate  certi¬ 
fying  that  the  drains  have  been  tested,  and  are  in  a  sound 
condition.  Most  institutions  of  this  kind  are  now  having 
the  drains  tested  annually,  as  parents  now  insist  that  the 
drains  shall  be  in  a  sound  state  before  sending  their  children, 
and  I  would  like  to  see  vour  Council  adopt  this  test  to  all 
new  drains  before  they  are  filled  in.  and  before  the  houses, 
etc.,  are  occupied, 
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Report  on  Houses  Let  in  Lodg’ing’s. 

Application  has  been  made  to  the  Local  Government 
Board  to  sanction  Bve-Laws  for  houses  let  in  lodging's 

1  reported  to  your  Sanitary  Committee  a  person  who 
had  arranged  to  take  a  row  of  four  small  houses  in  Holme 
Street,  and  sub-let  them  as  houses  let  in  lodgings. 

Fortunately  the  scheme  was  discovered  before  the 
houses  had  been  properly  furnished  or  let,  and  pressure  was 
brought  to  bear  upon  the  person  sub-letting  the  houses, 
with  the  result  that  the  scheme  was  abandoned. 

It  is  hoped  that  the  Bye-Laws  will  be  sanctioned  by  the 
Local  Government  Board  before  other  schemes  of  this  kind 
are  adopted. 


Scavenging’. 

I  he  cost  of  scavenging  for  the  three  years  ending 
March,  1909,  is  as  follows  : 


1907 

^1250 

5S. 

9d. 

or 

6s.  6d.  per  house 

1 908 

£1 196 

7s. 

4d. 

or 

6s.  i^d.  ,,  ,, 

1909 

^.'1170 

1 8s. 

7d. 

or 

5S-  1  1  5^-  ,,  , , 

Upon  referring  to  the  cost  for  1909  and  the  two 
previous  years  it  will  be  found  that  there  is  a  large  decrease, 
although  during  the  three  years  460  new  houses  have  been 
erected,  and  there  is  no  doubt  that  the  conversion  to  water 
closets  of  11  1  privies  and  pail  closets,  the  abolishing  of  114 
ashpits,  and  the  provision  of  682  sanitary  dust  bins  during 
the  three  years,  has  tended  in  some  degree  to  bring  about 
this  economy. 

The  sanitary  conditions  of  the  houses  affected  are  im¬ 
proved,  and  the  regular  weekly  collection  of  refuse  is  far 
more  preferable  to  the  casual  emptying  of  the  full,  and 


sometimes  overflowing  ashpit,  which  in  the  summer  time 
is  the  favourite  breeding  place  of  the  notorious  food  con- 
taminator,  “  the  house  flv.” 


Petroleum  Acts. 

There  are  six  places  licensed  for  the  storage  of  petro¬ 
leum,  one  having  given  up  since  1908  ;  21  visits  have  been 
made  during  the  year.  In  two  instances  it  was  found 
necessary  to  caution  the  occupiers  for  having  inflammable 
material  in  the  stores,  and  in  another  instance  to  storing 
petrol  in  an  unlicensed  place.  Otherwise  these  places  have 
been  kept  in  a  very  satisfactory  condition,  and  the  regula¬ 
tions  complied  with. 


Carbide  of  Calcium. 

There  are  8  places  licensed  for  the  storage  of  Carbide 
of  Calcium. 

One  new  license  was  granted  during  the  year  and  one 
given  up. 

24  visits  have  been  made  to  these  premises,  and  no 
contraventions  of  the  regulations  were  discovered. 


I  am,  Gentlemen, 

Your  obedient  servant, 

JOHN  TOMLINSON, 

Sanitary  Inspector,  and  Inspector 

under  the  Petroleum  Acts. 


Annual  Report  under  the  Canal  Boats  Acts 

187  7  &  1884. 


Iii  accordance  with  Section  3  of  the  Canal  Boats  Acts, 
1884,  1  beg  to  report  upon  the  execution  of  the  Canal  Boats 
Acts,  1877  and  1884,  and  the  observance  of  the  Regulations 
made  thereunder  by  the  Local  Government  Board. 

During  the  year  1909,  67  visits  were  made  to  the  canal, 
and  84  boats  were  inspected,  as  compared  with  77  in  the 
preceding  year. 

I'he  generally  satisfactory^  condition  of  boats  has  been 
well  maintained,  and  the  breaches  of  the  Acts  and  Regula¬ 
tions  have  been  very  few,  and  not  of  a  serious  nature. 

The  occupants  were  civil  and  obliging,  and  every 
facility  for  inspection  and  enquiry  was  afforded. 

I'he  84  boats  carried  105  men,  58  women,  and  35 
children  ;  23  children  were  from  5  to  12  years,  and  12  were 
under  5  years. 

Infringements  of  the  Acts  and  Regulations  were  dis¬ 


covered  in  7  instances,  and  were  as  follows  : 

(c)  Absence  of  Certificates  of  Registration  ...  5 

(g)  Cleanliness  ...  ...  ...  ...  ...  2 

( i)  Fainting  ...  ...  ...  ...  ...  1 

(j)  Absence  of  Water  Vessel  ...  ..  ...  2 

(k)  Removal  of  Bilge  Water  ...  ...  ...  1 

Dilapidations  ...  ...  ...  ...  2 


=>  Notices  and  i  i  letters  were  sent  to  the  owners  of 
Canal  Boats  contravening1  the  Acts. 

It  was  not  found  necessary  to  take  legal  proceedings 
in  anv  case  during  the  yeap  notice  or  letters  to  the  owners 
being  sufficient  to  bring  about  the  desired  result. 

No  case  of  Infectious  Disease  was  reported  or  discovered 
upon  any  boat  in  the  District  during  the  year,  nor  was  it 
necessary  to  detain  any  boat  for  cleansing  or  disinfection. 

The  time  appears  to  have  arrived  when  further  legis¬ 
lation  is  necessarv  to  prevent  women  and  children  occupying 
or  assisting  in  working  canal  boats,  and  this  might  be 
adopted  without  inflicting  any  hardship  on  canal  boat 
workers,  as  there  are  now  many  boat  owners  who  do  not 
allow  women  and  children  to  occupy  the  cabins  on  their 
boats. 

It  is  on  the  boats  that  are  worked  in  pairs  by  men  with 
their  wives  and  families  that  common  decency  is  not  always 
observed  ;  the  education  of  the  children  is  neglected,  and 
vile  expressions  are  made  use  of  in  the  presence  of  young 
childre  n. 

I  he  registration  cubic  air  space  for  sleeping  purposes 
in  canal  boats  is  also  at  least  lour  times  less  than  the  cubic 
air  space  allowed  for  sleeping  purposes  in  a  common  lodg¬ 
ing  house. 


I  am  Gentlemen, 

Your  obedient  Servant, 

JOHN  TOMLINSON, 

Canal  Boats  Inspector. 


January  7th,  1910. 


